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Mr. Jack Morgan, of Kansas City, Kan., has been ap- 
popied City Electric Inspector of Topeka, Kan. 

Mr. George W. Knopf, consulting and contracting en- 
gineer, of Pittsburg, Pa., has removed his office to the Car- 
negie Building. 

Mr. George G. Rhoderick has opened an office to carry on 
business as an engineer and surveyor at 461 Avenue Cc, 
Bayonne, N. J. 

Mr. H. A. Wyckoff, Superintendent of the Walton (N. 
Y.) Electric Light Works, has resigned to enter the bicycle 
business at Delhi. 


Mr. Edward Arthur Cameron, of St. Louis, Mo., has 
been appointed Superintendent of Construction of the new 
mint at Philadelphia. 

Messrs. Foster & Foye, civil engineers, have removed 
their offices from 52 Broadway to the Bowling Green 
juilding, 11 Broadway, New York city. 

Mr. C. S. Giles, formerly a member of the firm of Car- 
hart & Giles, eivil and mining engineers, has opened an 
office in the First National Bank Building, Telluride, Colo. 


Mr. Wm. G. Nevins, Purchasing Agent of the Atchison, 
Topeka & Santa Fe Ry., has been appointed General Man- 
ager of the Southern California Ry., to succeed the late 
Mr. Kirtland H. Wade. 


Mr. Chas. O. Haines, Superintendent and Chief Engineer 
of the Atlantic & Danville Ry., has been elected Geaeral 
Manager, with headquarters at Norfolk, Va., to succeed 
Mr. Chas. D. Owens, deceased. 


Mr. E. B. Cushing, Resident Engineer of the Southern 
Pacific Co., has been appointed Chief Engineer and Gen- 
eral Superintendent of the Housten, East & West Texas 
Ry., with headquarters at Houston. 


Mr. O. R. Fyler has been nominated by Governor Cooke, 
of Connecticut, as a member of the Connecticut State 
Board of Railroad Commissioners, to succeed Mr. A. C. 
Robertson, whose term expires in July. 


Mr. Frederick W. Kruse, of Olean, N. Y., has been ap- 
pointed Receiver of the Allegheny & Kinzua R. R. Co., 
pending the result of an action to recover money lent by 
the Central Trust Co. of New York city. 


Mr. Alexander Potter, Assoc. M. Am. Soc. C. E., of 
New York city, has been appointed Consulting Engineer 
to the American Gas & Water Corporation, of that city, 
which controlls twenty gas plants and water-works 
throughout the country. 


Mr. George A. Merrill, formerly in the office of the 
City Engineer of Cambridge, Mass., has opened an office 
at 603 Massachusetts Ave., in that city, as a civil engineer 
and surveyor. He graduated in 1892 from the Massa- 
chusetts Institute of Technology. 


Mr. E. E. Russell Tratman, Assoc, M. Am. Soc. C. E., 
Associate Editor of Engineering News, was married March 
2) to Mrs. Florence R. Kirkwood, at the North Presby- 
terlan Church, New York city. Mr. and Mrs. Tratman 
sailed for Europe on March 31 on the steamer “Britannic.” 


Mr. Frederick Egner, formerly Superintendent of the 
manufacturing department of the City Gas Light Co., of 
Norfolk, Va., has left for a tour of inspection of the gas 
power railways in Germany. A syndicate of American 
capitalists is said to contemplate introducing the system 
in this country. 


Mr. W. L. Elliott, mechanical engineer, formerly Chief 
Engineer of the National Electrical Construction Co., has 
opened an office at 160 Washington St., Chicago, and will 
carry on @ general engineering business and act as an 
agent for the Bates-Corliss engines and the Cookson feed 
water heater and purifier. 


Messrs. William A. Haven and Edwin H. McHenry, as- 
sociate members of the Montana Society of Engineers, have 
been nominated for election to honorary membership, 
“in recognition of their prominence and ability in the 
engineering Profession, and in consideration of their past 
activity in the affairs of the Society, in fostering and en- 


ouraging its growth and development.” 


Mr. Stevenson Towle, M. Am. Soc. C. E., has resigned 
his position as Consulting Engineer in charge of street 
‘mprovements in the Department of Public Works, of New 
York city, on account of ill-health: He has been con- 
nected with the department for several years, and when 





Mr. Gilroy was Commissioner of Public Works, Mr. Towle 
went to Trinidad as a representative of the city to ex- 
amine and report upon the asphalt deposits 


Mr. R. L. L’'Hommedieu has been appointed General 
Superintendent, Mr. A. Torrey, Chief Engineer; Mr. Rob- 
ert Miller, Superintendent of Motive Power and Equip 
ment, and Mr. C. H. Bieber, General Car Accountant, of 
the Toronto, Hamilton & Buffalo Ry., with headquarters 
at Hamilton, Ont. At present each one occupies a similar 
position with the Michigan Central R. R. 


Mr. Waldo H. Marshall, M. Am. Soc. M. E., has been 
appointed Assistant Superintendent of Motive Power of the 
Chicago & Northwestern Ry., to succeed Mr. E. M. Herr, 
who is now Superintendent of Motive Power of the North- 
ern Pacific R. R. Mr, Marshall has resigned his position 
as one of the editors of the * 
Builder and Railroad Journal,”’ 


American Engineer, Car 
to accept this new position 

Ge. E. P. Alexander, C. E., of Georgetown, 8. C., has 
been appointed a member of the Nicaraguan and Costa 
Rican Boundary Commission. His title is “‘American 
Engineer,’’ and his sole duty is to decide, when the other 
four members are disagreed, upon all points whatever. 
The work is to begin in three months and be finished in 
twenty months. The other members of the commission 
are appointed by the republics of Nicaragua and Costa 
Rica. 

Mr. Thomas J. Long, M. Am. Soc. C. E., who has been 
for a number of years connected with the Union Bridge 
Co., has opened an office, at 40 Wall St., New York city, 
as consulting engineer and contractor for all manner of 
bridge work, foundations and especially caisson work 
Mr. Long has had personal experience in South America 
and other foreign countries, and has made a careful study 
of their requirements in connection with bridges and 
railways. He will give special attention to work in these 
countries. 


OBITUARY. 

Mr. Karin Dooley, contractor on city work in Phila- 
delphia, Pa., died Mar. 28. 

Mr. Garrett Garrison Vanderbilt, retired builder and 
contractor, of New York city, died March 27, aged 82. 

Mr. Michael Donovan, contractor, of Charlestown, Mass., 
died March 23, at the age of 74. He was a native of 
Ireland. 

Mr. John Curry, builder and contractor, of New York 
city, died March 25, at the age of 69. He was born in 
Coleraine, Ireland, and came to this country at the age 
of 18. 

Mr. M. S. Frost, President of the Northwestern Equip- 
ment Co., of Chicago, died at Detroit, Mich., March 13. 
He was formerly President of the Pittsburg, Shenango & 
Lake Erie R. R. 


Mr. Charles Eliot, a member of the firm of Olmsted, 
Olmsted, Olmsted & Eliot, landscape engineers, of Brook- 
line, Mass., died March 24. He was the eldest son of 
Prof. Eliot, of Harvard University. 


Mr. Joel West, Master Mechanic of the Chicago, Burling- 
ton & Quincy R. R., with headquarters at Burlington, la., 
died at Los Angeles, Cal., Mar. 23. He had been in the 
employ of the company for over 30 years. 

Mr. John W. Patton, Engineer of Maintenance of Way, 
and Roadmaster of the Monongahela River R. R., was 
killed at Clarksburg, W. Va., March 25. He had just 
stepped off a train on the Monongahela River R. R., and 
was struck and killed by the engine of a Baltimore & Ohio 
R. R. train. 

Dr. Theodore Burr died at Detroit, Mich., March 24, aged 
81 years. He was a graduate of Geneva and Cornell Uni- 
versities, and practised medicine in Ulysses, N.Y. Accord- 
ing to newspaper reports he is said to have invented an 
ironclad during the Civil War which came to the notice 
of John Ericsson and led to the development of the famous 
‘‘Monitor.”’ 

Mr. Emerson G. Hidley, civil engineer, of Syracuse, N. 
Y., died March 22. He was born at North Greenbush, N. 
Y., Dec. 12, 1873, and graduated from the Rensselaer 
Polytechnic Institute in the class of ‘95. Since then he 
has been connected with the engineering department of 
the Delaware & Hudson Canal Co. R. R., and with the 
Troy & New England Electric Ry. At the time of his 
death he held the position of Assistant Engineer in the 
track department of the Syracuse Street R. R. 


Mr. George H. Stover, of New York city, died Mar. 29, 
aged 56. He was born in Orland, Me., and came to New 
York when quite young, engaging in the engineers’ supply 
business. He was associated with the New York Steam 
Engine Works, and later became a member of the George 
F. Blake Mfg. Co., which, through his efforts, was con- 
solidated with the Knowles Pump Works. In 1890 he 
was made President of the consolidated companies and 
continued in this position until 1894, when he retired. 


Mr. John Thomas, General Superintendent of the 
Thomas Iron Co., of Hokendauqua, Pa., died recently at 
the age of 68 He was born in Wales, in 1829, and came 
to this country with his family in 1839. From being a 
blacksmith at the Crane Iron Works, Catasauqua, Pa., he 
became Superintendent of the works, resigning this po- 
sition in 1867 to become General Superintendent of the 
Thomas Iron Co. Since 1893 he had relinquished the 
active management to his son, Mr. David H. Thomas. He 
was a director of the Catasauqua & Fogelsville R. R., the 
Ironton R. R.. the Upper Lehigh Coal Co. and other local 
corporations. 


ENGINEERING SOCIETIES. 


ee 


COMING TECHNICAL MEETINGS. 
CIVIL ENGINEERS’ SOCIETY OF ST. PAUL. 
April 5. Secy., C. L. Annan, City Engineer's Office. 
ENUGINBERS SUCIETY OF WESTERN NEW YORK. 
April 5. Secy., Henry Viet, Library Bidg., Buffalo. 
CULUMBIAN ENGINEERING SOCIETY. 
April 6. Secy., F. W. Hart, 15th and H Sts., N. W 
Washington, wv. C. 
ENGINEEKS’ CLUB OF ST. LOUIS. 
April 7. Secy., Richard McCulloch 
AM&RICAN SOCIETY OF CIVIL ENGINEERS. 
April 7. Secy., C. W. Hunt, 127 E. 23d St., New York. 
Whris1tERN SOCIETY OF ENGINEERS. 

April 7. Secy., N. L. Littleton, Monadnock Block, 

Chicago. 
ENGINEERS’ AND ARCHITECTS’ CLUB OF LOUIS- 
VILLE. 
April 8 Secy.. James K. Zollinger, Norton Bldg. 
CANADIAN SOCIETY OF CIVIL ENGINEERS. 
April 8. Secy., C. H. McLeod, 112 Mansfield St, 
Montreal. 
ST. LOUIS RAILWAY CLUB 
April 9% Secy.. H. H. Roberts, 511 Commercial Bidg 
FRANKLIN INSTITUTE. 

April 9 ‘Precious Stones as They Have 
Geography,”’ 
delphia, Pa. 

MONTANA SOCIETY OF ENGINEERS. 

April 10. Secy., Forrest J. Smith, Denver Block, Helena. 
INDIANAPOLIS ENGINEERING CLUB. 

April 10. Segy., C. C. Brown, Indianapolis, Ind. 
ENGINEERS’ CLUB OF KANSAS CITY 

April 12. Secy., F. W Tuttle, Baird Bldg. 
DENVER SOCIETY OF CIVIL ENGINEEKS. 

April 13. Secy., Walter Pearl, 36 Jacobson Bldg. 
NORTHWEST RAILWAY CLUB 

April 13. Secy., T. A. Foque, Soo Line, Minneapolis. 
CiviLL. ENGINEERS’ CLUB OF CLEVELAND 

April 13. ‘‘Architecture,"”" by Prof. Cady Staley. Secy., 
F. A. Coburn, Case Library Bidg. 

WISCONSIN POLYTECHNIC SOCIETY. 
April 13. Secy.. W. K. Means, Loan and Trust Bidg., 
Milwaukee, Wis. 
NEW ENGLAND RAILROAD CLUB. 
April 14. Secy., Edwd. L. Jones, P. O. Box 1158, Boston. 
ENGINEERING ASSOUIATION OF THE SOUTH. 
April 15. Secy., L. P. Brown, Nashville, Tenn 
SOUTHERN AND SOUTHWESTERN RAIL WAY CLUB 

April 15. Kimball House, Atlanta, Ga. Secy., F. A. 
Charpiot, Macon, Ga. 

ENGINEERS’ CLUB OF CINCINNATI. 

April 15. Secy., J. F. Wilson, P. O. Box 333. 

NEW YORK RAILROAD CLUB. 
April 15. Secy., W. W. Wheatly, 
Brooklyn. 

ENGINEERS’ CLUB OF COLUMBUS. 
April 17. Secy., M. S. Hopkins, 14% N. High St., Co- 
lumbus, O. 

ENGINEERS’ CLUB OF PHILADELPHIA. 

April 17. Secy., L. F. Rondinella, 1122 Girard St. 

ENGINEERS’ CLUB OF MINNEAPOLIS. 

April 19. Secy., Elbert Nexsen, 1620 S. E. 4th St., Min- 
peapolis, Minn. 

ENGINEERS’ SOC. OF WESTERN PENNSYLVANIA. 
Aprii 20. Secy., R. A. Fessenden, 410 Penn Ave., Pitts- 


burg. 
WESTERN BAMAY CLUB. 
April 20. Secy., D. Crossman, The Rookery, Chicago. 
ENGINEERS’ inp’ ARCHITECTS’ ASSOCIATION OF 
SOUTHERN CALIFORNIA. 
April 21. Secy., F. Van Vieck, Los Angeles, Cal. 
ASSOCIATION OF ENGINEERS OF VIRGINIA. 
April 21. Secy., J. A. Pilcher, Roanoke, Va 
BOSTON SOCIETY OF CIVIL ENGINEERS. 
April 21. Secy., S. E. Tinkham, City Hall. 


Influenced 
George F. Kunz. W. H. Wahl, Phila- 


168 Montague St 


“* 


AMERICAN INSTITUTE OF ELECTRICAL ENGI- 
NEERS. 

April 21. Secy., R. W. Pope, 26 Cortlandt St., New 
York city 


WESTERN FOUNDRYMEN’S ASSOCIATION 
April 21. Secy., A. Sorge, Marquette Building, Chicago 
NATIONAL MUNICIPAL LEAGUE. 
May 5, 6 and 7. At Louisville. Ky. Secy., Clinton R. 
Woodruff, 514 Walnut St., Philadelphia, Pa. 
BROOKLYN ENGINEERS’ CLUB. 
May 6. Secy., A. J. Provost, Jr., 191 Montague St 
TECHNICAL soc IETY a THE PACIFIC COAST 
May 7. Secy., O. Von Geldern, 819 Market St., San 
Francisco, Cal. 
RAILWAY SIGNALING CLUB. 
May 11. Secy., Geo. M. Basford, The Rookery Bldg., 
Chicago. 
CENTRAL RAILWAY CLUB. 
May me Secy., H. D. Vought, Buffalo “‘Courier,"" Buf- 
falo : 
AMERICAN Fou NDRYMEN’S ASSOCIATION 
May. Annual meeting at Detroft, second week in 
May. Secy., John A. Penton, Detroit, Mich 
NORTHWESTERN TRACK AND BRIDGE ASSOC. 
June 11. Secy., D. W. Meeker, St. Paul, Minn. 





HENRY ELECTRICAL SOCIETY.—On Apri! 2 Mr. W.B. 
Potter, chief railway engineer of the General Electric Co., 
will deliver a lecture on “Electric Railway Vagaries,”’ at 
the rooms of the Society, 111 W. 38th St., New York city. 
On April 23, Mr. Alexander Stratton will deliver a lecture 
on “The Use of Different Kinds of Iron and Steel in Dy- 
namo Electric Machines."’ W. H. Freedman, Secy. 

ENGINEERS’ CLUB, OF PHILADELPHIA.—At the 
meeting of Mar. 20, 1897, Mr. John C. Trautwine, Jr., 
presented a paper describing “‘The Construction of the 
Queen Lane Reservoir, Philadelphia."" The two basins of 
this reservoir leaked considerably when handed over by 
the contractor; but they are now being repaired and one 
basin holds its full depth of 30 ft. of water with no ap- 
preciable leakage. 





~~ oe 
NEW PUBLICATIONS. 


STILLMAN’S ENGINEERING CHEMISTRY.—Chemical 
Publishing Co., Easton, Pa. 


This work was reviewed in our issue of March 11. The 
publishers have issued a sheet containing pages 455 and 
456 to be pasted in the book in the place of the original 
pages so numbered, in which several errors have been dis- 
covered. Any one who has purchased a copy can obtain 
a corrected sheet for insertion by addressing the pub- 
lishers. 
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FORESTRY.—By B. E. Fernow, Chief of the Division of 
Forestry U. 8. Department of Agriculture. Reprinted 
from ‘“‘The Forester,’’ of Trenton, N. J. Paper; Svo.; 
pp. &. 

This is the reprint of an address delivered by Mr. Fer- 
now in the State House at Trenton, N. J., Jan. 5, 1897. 
The aim of the address was to show the important rela- 
tions of the forest and forest administration to industrial 
and social conditions. 

QUESTIONS AND ANSWERS ON THE AIR BRAKE.— 
Standard Form of Progressive Questions and Answers, 
as Adopted by the Association of Railroad Air-Brake 
Men at their Third Annual Convention, held in Bos- 
ton, Mass., April, 1896. P. M. Kilroy, Secretary of 
the Association, Pine Bluff, Ark. Paper, Svo.; ppP.- 
80; illustrated. Single copies, 25 cts. each; 100 copies, 
15 cts. each; 1,000 copies, 9 cts. each, etc. 

This pamphlet has 438 questions and answers, arranged 
under classified subjects, and it is believed that its com- 
pleteness and cheapness will induce railway companies 
to supply their men with copies. 

THE CHARTER FOR THE GREATER NEW YORK and 
Proposed Acts Supplementary Thereto as Submitted to 
the State Legislature by the Commission on the Great- 


er New York. Published by the ‘“‘Brooklyn Daily 
Eagle,”’ Brooklyn, N. Y. 4to.; pp. 168; 10 cis. 


The public is indebted to the enterprise of our contem- 
porary for thus making available, at an exceedingly low 
price, the proposed laws for the control gf the Greater 
New York. The problem is an unusually complicated 
one, and is to that extent of the greatest interest to those 
interested in municipal organization and operation. 


STATISTICS OF RAILWAYS IN THE UNITED STATES. 
Eighth Annual Report of the Statistican to the In- 
terstate Commerce Commission, Washington, D. C. 


Pub. Doc. Cloth; Svo.; pp. 697. 
This report is for the year ending June 30, 1895, and the 
statistics have been given in abstract (from advance 
sheets) in our issues of July 30 and Oct. 8, 1896. The 


general report occupies 104 pages, and is followed by ap- 

pendices of financial statements, and diagrams of traffic 

and financial conditions for a term of years. About 500 

pages of the report are occupied by the tabulated returns 

from individual railways. 

SPECIFICATIONS FOR RAILWAY STATIONS.—By 
Clark Dillenbeck, Civil Engineer and Architect, Phila- 
delphia, Pa. Form A, stone and brick passenger sta- 
tions; Form B, frame passenger stations; Form C, 
stone and brick freight houses; Form D, frame freight 
houses. Paper, 8 x 14 ins.; pp. 32, 32, 33 and 30. For 
sale by Engineering News Publishing Co. Price, 40 cts. 
each. 


These are very complete and detailed specifications for the 
construction and finish of railway station building, in- 
cluding plumbing, lighting, heating, gas fitting, etc. 
Blank lines and spaces are left for the filling in of di- 
mensions, descriptions and other details which will vary 
in different cases. 

We believe that Chief Engineers and Superintendents 
of Bridge and Building Departments of Railway com- 
panies will find these specifications of great value and 
convenience, especially in the construction of stations of 
the better class, where detailed specifications are a neces- 
sity if competitive bids are to be invited and first-class 
work is to be assured, 

REPORT OF THE BOARD OF PARK COMMISSIONERS 
OF WILMINGTON, DEL.—For the year ending Dec. 


31, 1896. Theodore A. Leisen, Engineer and Superin- 
tendent. S8vo.; pp. 20; illustrated. 


Aside from the detailed report upon the main park sys- 
tem of Wilmington and the small parks and open places 
about that city, this official publication is to be especially 
commended for the very artistic manner in which it is 
presented. The cover is designed by the well-known 
artist, Howard Pyle, a resident of Wilmington, and the 
report is illustrated by exceedingly good phototypes of sce- 
nery along the Brandywine Creek and the park drives, 
from photographs taken by Mr. John M. Rogers. 


AMERICAN SOCIETY OF MUNICIPAL IMPROVE- 
MENTS.—Third Annual Convention, held at Chicago, 
Ill., Oct. 14, 15, 16, 1896, 8vo.; pp. 343; illustrated. 


Address Secretary, Mr. D, L. Fulton, Allegheny, Pa. 

Contents:—Constitution of the Society and list of mem- 
bers; record of meetings and the following papers and dis- 
cussions: Address of President G. H. Benzenberg; The 
Need of a Laboratory for Testing Asphalt and Asphalt 
Pavements, Nelson P, Lewis; Paving Streets with Brick, 
8. J. Hathaway; Paving in Nashville, Tenn., J. L. Ken- 
nedy; Modern Street-railway Track Construction on 
Asphalt-paved Streets, F. W. Cappelen; Report of Com- 
mittee on Street Paving, A. D. Thompson, Chairman; Reg- 
ulations Concerning the Openings in Pavements by Cor- 
porations or Plumbers in Washington, D. C., Capt. Lan- 
sing H. Beach, Engineer Corps, U. 8S. A.; Excavations in 
City Streets, George D. Snyder; Improved Streets and 
Care of Same, M. A. Downing; The Noise of Brick Pave- 
ments, Ernest Adam; Repairs of Asphalt Pavements, 
Based on Experience in Buffalo, N. Y., E. V. Guthrie; 
Specifications for Asphaltic Mixtures and Tests for same, 
A. W. Dow; Report of Committee on Electric Street Light- 
ing, J. A. Cabot, Chairman; Municipal Control and In- 
spection of Electrical Construction in the City of Cincin- 
nati, J. A. Cabot; The Construction of Pipe Sewers at 
Washington, to Prevent Root Intrusion, Capt. Lansing H. 
Beach, U. S. A.; Sewers and Sewage Disposal of Chicago, 
G. L. Clausen; Report of Committee on Water-Works and 
Water Supply, H. Van Duyne and E. H. Keating; The 
Water Supplies of Eight Cities in Relation to Typhoid 
Fever Rates, John W. Hill; Water Supply, John L. Ken- 
nedy; Investigation of Quality of Water for Public Use, 
A. 8. Tuttle; Some Features of the Brooklyn Water Sup- 
ply, I. M. de Verona and M. R. Sherrerd; Outages, J. 
A. Cabot; Newark’s Gravity Supply and Steel Conduits, 


ENGINEERING NEWS. 


M. R. Sherrerd; Report of Committee on Taxation, and As- 

sessment, G. F. Munro, Chairman; Report of Committee 

on City Government, C. C. Brown, Chairman; Municipal 

Government, John L, Kennedy; Collection and Disposal 

of Garbage in Milwaukee, Walter Kempster. 

FIREPROOF FLOORING CONSTRUCTION. — Improve- 
ment in Building Construction, mainly relating to 
Portland Cement, Concrete and Artificial Stone com- 
bined with Iron and Steel. By Peter H. Jackson, 
228 and 230 First St., San Francisco, Cal. Pamph.; 
944 x 11% ins.; pp. 44. 

The system of flooring for sidewalk vaults, floors of 
buildings, etc., described in this pamphlet, consists of the 
combination of special forms of corrugated sheet steel 
with cement concrete in which is laid transversely to the 
corrugated iron strips a set of twisted steel wire cables. 
Numerous modifications of the system are illustrated, and 
formulae and tables for use of designers are given. The 
pamphlet discusses at some length the faults of terra cotta 
floor constructions, showing their inferiority to concrete 
flooring. In view of the great interest that has been shown 
recently in the tests of various forms of fireproof flooring 
and the controversy that is in progress between advocates 
of different systems this pamphlet should be obtained 
and studied by structural enginers and architects. 
AMERICAN SOCIZTY OF RAILROAD SUPERINTEND- 

SNTS.—Proceedings of the 26th meeting, held at 


Niagara Falls, N. Y., Sept. 9, 10, 1896. Paper; 6% 
9% ins.; pp. 89; illustrated. 


The most interesting technical matter in this report are 
the report of the committee on roadway, dealing very ful- 
ly with the subject of tie-plates, and the paper on “Signal 
Engineering,””’ by Mr. Charles Hansel, of the National 
Switch & Signal Co. Both of these subjects opened up 
interesting discussions, There are also the report of the 
committee on machinery, taking as its subject ‘‘The Mo- 
tive Power of the Future;”’ the committee on transpor- 
tation, on the subject of ‘“‘Special Instances of Economy 
in the Handling of Freight Service,’ and the report of 
the special committee on ‘‘The Relations between Railways 
and Their Employees, Including Methods of Training and 
Discipline.’’ A report of the proceedings of the meeting 
was published in our issues of Sept. 17 and 24, 1896. 
With the report is a pamphlet containing portraits and 
obituary notices of the late John Adams, Wiliam G. 
Wattson and Waterman Stone. 


TRADE PUBLICATIONS. 


(The standard sizes for pamphlets and trade catalogues recom- 
mended by all the principal engineering societies of the United 
States are: 3 1-2 x 6 ins.; 6 x 9 ins., and 9 x 12 ins.) 


HOISTING MACHINERY.—Jul. Wolff & Co., 
Germany. 8x 12 ins.; pp. 22. 

Most of the machinery shown on this catalogue is of 
the ordinary type, but there are some things which might 
give new ideas to American makers and users of such 
machinery. 


MACHINE AND BICYCLE TOOLS.—Fox Machine Co., 
Grand Rapids, Mich. Two pamphlets; 3% x 6 ins.; pp. 
20; illustrated. 


These two little pamphlets are devoted to illustrating 
and describing some of the special bicycle and genera: 
machine tools built by the above firm. 

FILTER PRESSES.—D. R. Sperry & Co., Batavia, Ill. 
Paper; 34% x 5% ins.; pp. 8; illustrated. 

This pamphlet describes the special form of filter 
press made by the above firm. The most notable feature 
of this press is the use of plates with a fan-like arrange- 
ment of grooves instead of perforations. Special dura- 
bility is claimed for this construction, 

STREET SWEEPING MACHINE.—International Sweep- 


ing Machine Co., Washington, D. C. Paper, 9%x6 
ins.; pp. 12; illustrated. 


The ‘“‘Monitor’’ machine, which is this company’s spe- 
cialty, is a sweeping, pick-up and dumping machine, and 
was described and illustrated in our issue of May 16, 
1895. Several details of the construction have been im- 
proved since that time. 

BRAKE SLACK ADJUSTER.—The Q. & C. Co., Chicago, 
Ill. Paper, 6 x 9 ins.; pp. 32; illustrated. 

This pamphlet is devoted to a description of the Mc- 
Kee automatic brake slack adjuster and its method of 
operation. Its object is to give a uniform travel of brake 
piston on all cars, thus making the brakes act more uni- 
formly and preventing shocks which may lead to parting 
of couplers or unpleasant lurching of passenger cars. 
FLU ~ TANKS.—Flush Tank Co., Paper; 


6 x 9 ins., pp. 20, 28 and 8; 
illustrated. 


These three pamphlets are devoted to exploiting the 
Rhoads-Williams flush tanks and syphons and water 
closets. All of these devices are quite well known, but 
anyone wishing a description of construction and a state- 
ment of the claims made for them can well secure these 
pamphlets from the above company. 

WATER METERS.—Buffalo Meter Co., 363 Washington 
St., Buffalo, N. Y. 3% x 6% ins.; pp. 14; illus. 

This is a description and price list of the Niagara meter 
and the various accessories to it made by the company, 
such as wall and curb lock boxes and dial extensions. 
The company makes meters in sizes ranging from % to 2 
ins., and furnishes fittings for gangs of 2-in. meters, when 
more water is to be measured than will pass a single 2-in. 
meter. The connections for one of these batteries can 
easily be made, if desired, from ordinary fittings. 
STAY-BOLT DRILL.—The Q. & C. Co., Chicago, Il. 

Paper, 6 x 9 ins.; pp. 4; illustrated. 

The Williams portable stay-bolt drilling machine is de- 
signed exclusively for locomotive boiler work. It is 
mounted on a frame and is adjustable horizontally and 
vertically, drilling holes at any angle. It has cut steel 


Heilbronn, 


Aurora, Ill, 
5 x 8 ins., 10% x 7 ins.; 
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gears and is driven by power through a 4 shaft 
and universal joint. On the B., C. R. &N : no 
drilled 290 holes in 9 hours, and 153 holes ‘ 3 


being operated in each case by one man a 
hour. 
GASOLINE ENGINES FOR MARINE PUR} tT 


Otto Marine Engines, The Otto Gas Eng 
Philadelphia, Pa. Pamph.; 10 x 7 ins.; p; 


The Otto stationary gas engines have | 
market in the United States for over 20 y 
gasoline engine is now being introduced for 
poses, Five sizes of single-cylinder engi: 
built, viz.: 1, 4, 6, 8 and 12 actual HP., and 
with double cylinders, viz.: 17, 22, 45 and 
HP. Reversing is accomplished by a reversi 
the smaller engines and by a reversing pro; 
larger. In the latter the blades of the pr 
rotated in reversing so as to change the screw 


to left handed. The 1 HP. engine weighs on! the. 


and is suitable for a fair-sized row-boat. 

ROAD MACHINERY.—Climax Road Machine 
thon, N. Y. Paper, 5% x 9 ins.; pp. 36 
This is an illustrated catalogue of the con 
cialties, including road machines or graders 
portable rock crushers, elevators for crush: 
screens, portable engines for crusher plants, } 
reversible road rollers, drag and wheel scra 
grading plows. Girder bridges up to 30 ft. spa: 
manufactured. The illustrations include hal! 
gravings of stone crushing plants, and roads bu 

company’s machinery. 


NARROW-GAGE RAILWAY MATERIAL; 


porta 
rolling-stock etc. 


Illustrated catalogue issu 
thur Koppel, of Berlin, Bochum, Hamburg. (o)4 
Paris, St. Petersburg, Moscow, Buchares: i 
and 78-80 Broad St., New York City. Ernst \ 
Manager, Berlin. Oblong quarto; pp. 20. 
This handsomely printed catalogue is withou 
but the excellent photogravures employed make 


tive matter unnecessary so far as the application 


le 


made by this firm is concerned. These photograp) ‘ a 


the carriage of sugar cane in Cuba and narrow-gage ; 
ways used for various purposes in Russia, Hungary. 
Rico, Africa, Mexico, Italy, Bosnia and Germany s 


of these railways show trains of dump-cars, for pur; ” 


of earth excavation, or for mining purposes, whik 
trains are fitted for the transport of field or mil 
ducts. 
the company has lately added one in New York. and 


To the agencies in the principal European cit 


es 


fur- 


ther information will be supplied by addressing as abov 


REFRIGERATION, and the Machinery to do it in the M 
Reliable and Economical Way.—Westinghouse, Ch 
Kerr & Co., Engineers, 26 Cortlandt St., New Yo 
Pamph.; 6 x 9 ins.; pp. 23. 


This pamphlet contains a very interesting account 
a system of refrigerating machinery which is especia 
adapted for small plants, such as those required 
hotels, hospitals, butcher-shops, etc. The ammonia c 
pression method is used, the compressor being a t 


yet 


of 
ily 


in 


ym- 


wo 


or four-cylinder machine, the pistons of which are oper- 
ated by cranks in the shape of a belt-pulley through the 


means of the old-fashioned ‘‘Scotch yoke,”’ 
ment which dispenses with connecting rods and there 
se@eures great compactness. The pulley may be driven 


an arrang 


e- 
by 


by 


belt from an electric motor or from any convenient power 


shaft. The condenser is of the vertical pipe form, w 


ith 


very long pipes, on which the condensing water runs i 


a thin film. It is built so that it may be set out of do 

in any convenient place. 

with half-tone cuts. 
Oo + - 
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CONDENSED LIST OF CONTRACTS PENDING 
WITH DATE OF OFENING BIDS. 
Bids to be 
opened. Work. Place. 


Apr. 1.Filling, grading, etc, Wivdscr, Corn....Mar. 
Apr. 1.Bonds, Louisville, Ky............. «- 


See E 


Apr. 1.Culvert, Washington, D. ©.............-. 

Apr. 1. Asphalt paving (14 Sts.), New York, N. 

Apr. 1.Street sprinkler, Modesto, Cal........... Mar. 

Apr. 1.Sewer pipe (10,000 ft.), Brockton, Mass... . Mar. 

Apr. 1.County roads, Jamaica, N. Y............. Mar. 
Advertised, Engineering News, March 25. 

Apr. 1.Pumping station, Chicago, Ill...........3 Mar. 

Apr. 1.Sewer construction, Chicago, Ill..........Mar. + 

Apr. 1.Opera House, Kokomo, Mb ve saccenccee “— 

Apr. 1.Electric power oquigeneat, A Atlanta, Ga....Feb.: 

Apr. 1.Cold storage plant, 

Apr. - —— building, Winfie 

Apr. rrigation bon Walworth, Neb. 


Apr. t Plans for court house, Brunswick, * "Ga... Mar. 


Apr. 1.U. 8. building work, Kansas City, Mo....Mar. 


rs 


The pamphlet is well illustrated 


ng 


News. 









Apr. tka excavation in Pennsylvania...... Mar. 18 
Advertised, Eng. News, Mar. 18 and 25. 

Apr. 1.Water and ligh t plant, Itasca, Tex..... .--Mar. 18 

Advertised, Engineering News, Mar. 18. 

Apr. 1.Furnishing sewer pipe,etc., Worcester, Mass.Apr. 1 

Apr. 2.Steel bridge, Cedar Rapids, i ssanecesece Apr. 1 

Apr. 2.Sewer construction, Frankfort, Ind...... Mar. 18 

Apr. > Street myer New York, N. Y..Mar. 15 

Apr. Heatin ventilating, Pawtucket, R. I..Mar. 11 
cantons Eng. News, March 11 and 18. 

Apr. 2. i ing breakwater, Cleveland, O.......Mar. 11 
Advertised, Eng. News, March 18 and as. _ 

Apr. 2.Chapel, Slippery Rock, Pa......... -Mar. 25 

Apr. 2.Steam road roller, Hornelisville, N. ¥...Mar. 25 


Advertised, Engineerin 
Apr. 2.Laying water mains, 
Apr. 2.Dredging in New Je 
Advertised, Eng. 
Apr. 3. -Water-works, Amherst, DONE so cs0'vs o.oo» - Mar 
Advertised, et de te March 25. 
Apr. 3.Monument, New Ulm, Minn.............Mar. 
Apr. 3.Grading, paving, ete., Cincinnati, 
Apr. : Grading, brick pavi te, eet, o.. 
Apr. Honds, Arverne (L. 15, N ee as ens s oo 
5M Macadamizing, eteiee, Nv. ¥, 


News, March 25. 
‘icago, - 


Tl. ......+-Mar. 2 
Pina wemsewenese «Seal. + 
J Mar. 25 and Apr. 1. 


ee on ee 
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Supplement—April 1, 1897. 






















apr. 5. Dredging (100,000 cu.yds.), Baltimore, Md..Apr. 1 
apr. 5.Fire hose, Brooklyn, N. Y. .......... - Apr. 
‘ur. 5.Brick paving, Belleville, Ill. ............, 
apr. 5.City hall, Binghamton, N. Y.............. Mar 
apt. 5.Bonds, Galveston, Tex........ see «+.+Mar. 18 
Apr. 5.Mobile & Ohio Ry. extension (100 miles).Mar. 1 
. Advertised, Eng. News, Mar. 18 to April l. ° 
apr. 5. Brick paving, Mériden, Conn............ Mar. 1 
. Advertised, Eng. News, Mar. 18 and 25. *. 
apr. 5.Brick sewer, Lawrence, Kan............ Mar. 18 
apr. 5.iron bridge, Goldsboro, N. C............ Mar. 1 
Apr. 5.School building, etc., Burlington, Ia, ....Mar. 11 
apr. 5.Jail, Paulding, MigB. 02. cccercece coeeeeesMar. 11 
Apr. 5.Bonds, Denver, GOO, cv cccccccscccccse ects AL 
apr. 5. Road roller, Niagara Falls, Ont. .......... Mar. 25 
: Advertised, Engineering News, March 25. 
Apr. 5.Asphalt paving, Atlanta, Ga............ 25 
Apr. 5.Pipe sewer, Frankfort, Ind 23 
apr. 5.Pipe sewer, Albany, N. Y.. Mar. 25 
Apr. 5.Sewer construction, Niagara Falls, Ont. ..Mar. 25 
. Advertised, Engineering News, March 25. 
Apr. 6.Traveling crane, Cleveland, O.......... Mar. 25 
Apr. 6 Bridge superstructures (2),Albany, N. Y....Mar. 25 
Apr. 6.Dam, etc., San Diego, Cal.......... ...-Mar. 25 
apr. 6.Curbstone (2,000 ft.), Peoria, Il..... ...Mar. 25 
‘ Advertised, Enginering News, March 25. . 
Apr. 6.Dam and conduits, San Diego, Cal..™.... Mar. 25 
Apr. 6.Laying water pipe. Cheyenne, Wyo...... Mar. 25 
Apr. 6.Heating, ventilat’g, etc., Fort Dodge, Ia..Mar. 4 
Apr. 6.Boilers, smokestack, Kansas City, Mo. ..Mar. 11 
Advertised, Eng. News, March 11 and 18. 
Apr. 6.Heating and ventilating, Meridian, Miss. .Mar. 18 
Advertised, Eng. News, Mar. 18 and 25. 
Apr. 6.Business building, Lake Mills, Ia.......Mar. 18 
Apr. 6.Pipe sewer, Harrison, N. J. .......-.++0++ Apr. 1 
Apr. 6.School shed, Brooklyn, N. Y.............- Apr. 1 
Avr. 6. Repairs, Police court, Brooklyn, N. Y...... Apr. 1 
Apr. 6.Fire engine house, Passaic, N. J. ........ Apr. 1 
Apr. 6.Iron water pipe, ete., Brooklyn, N. Y.....Apr. 1 
Advertised, Engineering News, Apr. 1. 
Apr. 6.Water pipe, Jacksonville, Fla. ............ Apr. 1 
Apr. 6.County bridges, Clarinda, Ia. ............. Apr. 1 
Apr. 7.Wiring P. O., Youngstown, O. ............ Apr. 1 
Apr. 7.Electric wiring etc., Allegheny, Pa. ...... Apr. 1 
Apr. 7.Boiler, etc., New York, N. Y. ............ Apr. 1 
Apr. 7.Sewers (4), Brooklyn, N. Y. .............. Apr. 1 
Apr. 7.Bridges, Dakotah, Ia. ........... Apr. 1 
Apr. 7.Steel bridge, Corning, Ia. ................ Apr. 1 
Apr. 7.Intercepting sewer, Chicago, Ill. .......... Apr. 1 
Apr. 7.Bridge construction, Muscatine, Ia...... Mar. 18 
Apr. 7.Rock crusher, Oroville, Cal.............. Mar. 18 
Apr. 7.City hall, Harvey, Ill....................Mar, 18 
Apr. 7.Bonds ($100,000), Cleveland, O...........Mar. 11 
Apr. 7.Electric light plant, Xenia, O............ Mar. 25 
Apr. 8.Grading, paving, etc., Annapolis, Md....Mar. 25 
Apr. 8.Bridges (2), Urbana, Ill. ...........e.000: Mar. 25 
Apr. 8.Dredging, Ogdensburg, N. Y..............Mar. 11 
Advertised, Eng. News, March 11 to April 1. 

Apr. 8.Iron and wire bridge, Gonzales, Tex. .....Feb. 25 
Apr. 8.Water-works, Hiram, O........ ........Mar. 18 
Advertised, Engineering News, Mar. 18. 

Apr. 8.Armor, Washington, D. C...... e 
Apr. 8.Bridge construction, Colusa, Cal... 
Apr. 8.Cast-iron water pipe, Newark, N. J. ... Apr. 1 
Advertised, Engineering News, Apr. 1. 5 
Apr. 9.Repairing piers, New York, N. Y. ........Apr. 1 
Apr. 9.County bridges, Iowa City, Ia. .......... pr. 1 
Apr. 9.Cobble and rip-rap stone, New York...... Apr.-1 
Apr. 9.Bridges (2), Oroville, Cal............... Mar. 18 
Apr. 9.Asphalt paving, Governor’s Island.N.Y.H.Mar. 18 
Apr. 9.Blectric light contract, St. Louis, Mo......Dee. 24 
Advertised, Eng. News. Dec. 24 to Mar. 18. 
Apr. 9.Steel bridge, Belment, Ill......... es | 
Apr. 9.Water-works, supplies, Cincinnati, O....Mar. 25 
Apr. 9.36-in. pipe, Duluth, Minn. ............... Mar. 25 
Advertised, Eng. News, Mar. 25 and Apr. 1. 
Apr. 10.Gas franchise, San Paulo, Brazil..........Jan. 14 
Apr. 10.Canal work, Ottawa, Ont. .............+. Apr. 1 
Apr. 10.Reservoir, Bath, N. Y. .........eeeeeeees Apr. i 
Apr. 10.Steel chimney, etc., Erie, Pa. ............. Apr. 1 
Advertised, Engineering News, Apr. 1. 
Apr. 12. Artesian well, Toledo, O. .........++..+..- pr. 
Apr. 12.Brick paving, etc., Waukesha, Wis......Mar. 18 
Advertised, Eng. News, Mar. 18, 25, April 1. 
Apr. 12.Rock excavating in Nestucca River, Ore. Mar. 12 
Advertised, Eng. News, Mar. 18 to April 1. 
Apr. 12.Dredging in the Umpqua River, Wash... .Mar. 18 
Advertised, Eng. News, Mar. 18 to April 1. 
Apr. 12.Dikes, ete., in Coquille River, Ore...... Mar. 1 
Advertised, Eng. News, Mar. 18 to April 1. 
Apr. 12. Locks, ete., on Cumberland River, Tenn. .Mar. 18 
Advertised, Eng. News, Mar. 18 to April 8. 
Apr. 12.Street lamps, New York, N. Y.........- ar. 25 
Apr. 12.Stone sinkers, Detroit, Mich............ Mar. 25 
Apr. 12. Plans for bridges, Binghamton, N. Y.......Mar. 25 
Advertised, Eng. News, Mar. 25 and Apr. -1. 
Apr. 12. Bridges (2), Fort Benton, Mont...........- Mar. 25 
Apr. 12.Street improvement, Canton, O.........- Mar. 25 
Apr. 12.Water-works, Hico, Tex....... oteeeaeues Mer. 25 
Apr. 12.Sewer construction, Cincinnati, O........ Mar. 25 
Apr. 13. Irrigation bonds ($24,000), San Diego, Cal...Apr. 1 
Apr. 13.Trap rock, etc., Long Island City, L. I.....Apr. 1 
Apr. 14. Electric wiring, etc., New London, Conn...Apr. 1 
Apr. 14. Asphalt paving, Hartford, Conn...........Apr. 1 
Apr. 14.Tube-well, Yonkers, N. Y. .......-+..+-+- Apr. 1 
Advertised, Eng. News, Apr. 1 and 8 
Apr. 14.Water-works, De Ruyter, N. Y...........Apr. 1 
Advertised, Eng. News, Apr. 1 and 8. 
Apr. 14.Grading, asphalt paving, Cleveland, O....Mar. 25 
Apr. 14.Warehouse, Helena, Mont......... ......Mar. 25 
Apr. 14.Pipe sewer, Frankfort, Ind........... ...Mar. 25 
Apr. 14.Dam, etc., Chicago, Ill. .........-eeeeees ‘eb. 25 
Advertised. Eng. News, March 11 to April 1. 
Apr. 12.County building, Mount Idaho, Idaho.....Mar. 11 
Apr. 15. Jali; Gres GBs occ ccccccccccscosccccccets AS 
Apr. 15.School building, Sitka, Alaska. -Feb. 11 
Apr. 15. Jetty, Sabine Pass, Tex. ...............Feb. 18 
Advertised, Eng. News, Feb. 18 to Mar. 11. 
Apr. 15.Furnishing sewer material, Baltimore, Md.Mar. 4 
Apr. 15.Pipe sewer, etc., Moores, Pa.............Mar. 18 
Advertised, Eng. News, Mar. 18 and 25. 
Apr. 15. Brick peving, es adn eee Oe 
Advertised, Eng. News, Mar, 18, 25 and April 1. 
Apr. 15.Brick paving, Shreveport, BERPSVERE SC 
Apr. 15.Brick paving, Albany, N. Y..........--Mar. 25 
Apr. 15.Water tower, pump, etc., Massillon, O..Mar. 25 
Apr. 15. Grading, ving, etc., Butler, Pa. ........Apr. 1 
Apr. 15. Bonds 000), Berkeley, Va. ........... Apr. 1 
Apr. 15.Canal bridge, Jersey City, N. J..... deed Apr. 1 
Apr. 16.Dredging in Charlotte Harbor, N. Y....Mar. 25 
Advertised, Eng. News, Mar. 25 to Apr. 15. 
Apr. 16.School building, Canton, 0...........-..Mar. 25 
Apr. 16.Grading; brick paving, etc., Cleveland, 0. Mar. 25 
Apr. 16.Cast-iron water main, Duluth, Minn...... Apr. 1 
Advertised, Engineering News, _ 1. 
Apr. 16. Surf boats ad. Washington, D. C.........Apr. 1 
Apr. 17.Canal work, i GSE. veer ccc 2 
Apr. 17. Post office, Fort Monroe, Va. .............Apr. 1 
Apr. 17, power plant, 4 ++s+.-Mar. 25 
Apr. 17. Addition to one Vt...Apr. 1 
Apr. 19. Mortars, etc., C...+...-Mar. B 
Apr. 19. Steel bg Mar. 25 
Apr. 19. Blectric it plant, Forty Pa,... 1 


ENGINEERING NEWS. 


Apr. 19. Dredging, Lynn, Mass. ..........-++++0.. Apr. 1 
Advertised, Eng. = Apr. 1 to 15. 

Apr. 20.Canal bonds, Albany, N. Y. .......--.-+++- Apr. 1 

Apr. 20. Hospital buildifig, Wilmington, N. C.....Apr. 1 


Apr. 20. Bridge work, Providence, R. I............. Apr. 1 
Advertised, Eng. News, Apr. 1 to 15. 


Apr. 20.Sewers, Red Bank, N. J. .......---.25055 Apr. 1 
Advertised, Eng. News, Apr. 8 and 15. 

Apr. 20. Heating, San anal EE wins 4 « Apr 

Apr. 20.Sewer bonds, Cleveland, O.............. Mar. 25 

Apr. 21.Supplies, etc., Phila@elphia, Pa.......... Mar. 25 

Apr. 21.Bilectric light plant, Des Moines, la. .......Apr. 1 


' Advertised, Eng. News, Apr. 1 to 15. 
. 22.Htg and ventilating hospl, Townsend,Wash.Apr. 1 
. 22. Repairing pier at St. Josephs, Mich......Mar. 
Advertised, Eng. News, Mar. 25 to Apr. 15. 


Apr. 23. Brick and pipe sewer, Wilkes Barre, Pa..Apr. | 
Advertised, nn News, Apr. 1 and 8. 

Apr. 24. Removing wrecks (7), St. Augustine, Fla.Mar. 25 
Advertised, g. News, Mar. 25 to Apr. 15. 

Apr. 26. Brick paving (44,000 sq.yds.}, Marietta, O..Apr. 1 

Apr. 27. Locks and oo in Monongahela River, Pa.Mar. 25 
Advertised, Eng. News, Mar. 25 to Apr. 15. 

Apr. 27. Lock and dams in Allegheny River, Pa....Mar. 25 
Advertised, Eng. News, Mar. 25 to Apr. 15. 

Apr. 27.Smokeless powder, Philadelphia, Pa.......Apr. 1 

Apr. 27.Pier extension, South Haven, Mich.......Apr. 1 
Advertised, Eng. News, Apr. 1 to 22. 

Apr. 28.Water main (7,! ft.), Jefferson Brks, Mo.Apr. 1 

Apr. 29. Dredging, etc., Oswego, N. Y............. Apr. 1 
Advertised, Eng. News, Apr. 1 to 22. 

Apr. 29. Rock excavation, etc., Oswego, N. Y.....Apr. 1 
Advertised, Hng. News, Apr. 1 to 22. 

Apr. 30.Jail, ete., Hillsboro, N. Dak............-- Feb. 25 

May 1.Iron and steel, Cincinnati, O. ............Apr. 1 
Advertised, Eng. News, Apr. 1 to 15. 

May 3.Bonds ($75,000), Jacksonville, Fla.........Apr. 1 


May 5.Sewer construction, Warren, Pa..........Mar. 
Advertised, Engineering News, March 25. e 

June 1.Drainage canals, etc., New Orleans, La. Mar. 25 
Advertised, Eng. News, Mar. 25 to Apr. 29. 

June 1.Pumping stations, etc., New Orleans, La. Mar. 
Advertised, Eng. News, Mar. 25 to Apr. 29. 


STREET AND ELECTRIC RAILWAYS. 


OXFORD, ME.—The construction of an electric railway 
from Oxford Station to Oxford village to cost about $32,- 
000 is being considered by John Robinson, Henry Rich- 
mond and George Hagen. 

WATERVILLE, ME.—Press reports state as follows: 
A. F. Gerald and I. C. Libby, electric railway promoters 
and constructors, have purchased the franchises of two 
roads, one in Maine and the other in New Hampshire. The 
two roads will be put under one line, which will be ex- 
tended from York Beach, through Kittery, across Pisca- 
taquis River by Stearn’s Ferry, through Portsmouth to 
Rye Beach. Capitalists in New York and Boston are in 
correspondence with Messrs. Gerald and Libby, desiring 
to join them in an enterprise to connect Boston and Port- 
land by electric roads, and make a boulevard of the en- 
tire 100 miles of seashore. About 50 miles of this shore 
line are already accommodated by electric roads. Gerald 
and Libby will complete 20 more miles by July 1, there 
being only 30 more to be built—From Old Orchard Beach 
and Biddeford through Kennebunk and Wells Beach to 
York Beach, and from Rye Beach to Ipswich. 

EXETER, N. H.—It is said that bids are being received 
for constructing an electric railway between this place 
and Hampton Beach; estimated cost, $22,000. C. L. Cotton 
and W. D. Lovell are interested. 

BAST BRIDGEWATER, MASS.—The question of grant- 
ing franchises to two electric railway companies is being 
considered by the selectmen. 


FALL RIVER, MASS.—The Globe St. Ry. Co. has leased 
the Fall River Ry. for a term of 99 years. It is stated 
that the company will extend the line and make a number 
of other improvements; estimated cost, $50,000. 

SOUTH EASTON, MASS.—Surveys are being made for 
an electric railway between this place, Taunton and Brock- 
ton. Engr., E. B. Hayward, South Easton. 


WORCESTER, MASS.—Allen & Knowlton have been 
awarded the contract for furnishing the ties for the Wor- 
cester & Marlboro Electric Ry. Work will be begun at 
once, according to reports. 

WESTFIELD, MASS.—W. S. Townsend, Ch. cngr.. 
Westfield, writes us that franchises have been granted 
for the Woronoco St. Ry., five miles long. The capital 
for the construction has been voted. The contracts for 
constructing the road and also a large bridge, besides 
smaller ones, will be let about May 1. Pres., J. A. Lakin, 
Westfield. 

TORRINGTON, CONN.—Work will be begun at once 
on the construction of the Torrington & Winchester Elec- 
tric Ry. About $5,000 of the capital stock has been sub- 
scribed. 

BAYSIDE (L. I.), N. ¥.—The town trustees will hold 
a meeting April 3 to consider granting-a franchise for an 
electric railway in this town. 

BROOKLYN, N. Y.—A receiver has been appointed for 
the Brooklyn Elevated R. R. Co. It is said that the com- 
pany will be reorganized and new securities issued. 

JAMAICA (L. I.), N. ¥.—Contracts will soon be let by 
Chas. McCaul, 10 North 11th St., Philadelphia, for con- 
sens a power house, 264 x 88 ft., for the Long Island 

PATCHOGUE (L. L.), N. Y¥.—A franchise will soon be 
granted to the Patchogue & .Port Jefferson Traction Co. 
for its proposed electric railway in this place. Pres., Ed- 
win Bailey, Patchogue. 

GREENSBURG, PA.—M. F. Sadler, Pres., Carlisle, Pa., 
writes us that the surveys have been made for the Greens- 
burg, Jeannette & Pittsburg St. Ry., 21 miles long, from 
Greensburg to Wilmerding. AJ! rights of way have been 
obtained and three miles of the line completed. Bids are 
wanted for constructing the balance of the road. A large 


part of the capital has been subscribed. Gen. Mgr., M. 
F. Sadler, Jr., Greensburg. 
PHILADELPHIA, PA.—The Pennsylvania R. R. Co. 


has under consideration the question of equipping its 
suburban lines now operated by steam with electricity. 


PITTSBURG, PA.—We are informed that surveys have 
been completed and the right of way secured for the Pitts- 
burg & Mansfield Electric Ry., from Pittsburg to Car- 
negie, five miles, double track. Gianini & Verick have the 
contract for the masonry for the bridge and tunnel, and 
Col. J. J. Houghton, 122 Tremont St., Allegheny, Pa., the 
contract for the grading, track laying, ballasting and line 
work. Up to March 22 the contract for the iron work for 
the bridge and two viaducts had not yet been awarded. 
Pres., D. M. Knight, Pittsburg: Engr., E. K. Morse, Car- 
negie Bidg., Pittsburg. 

READING, PA.--The citizens of Bernville are reported 
ng money for the construction of an ¢ ic 


as securi 
railway 13 miles long. between this city and that place; 
estimated cost, $100, 











. 115 





MONTOURSVILLE, PA.—Money is being secured to aid 
in the construction of the proposed electric railway to 
Williamsport. W. C. Ebner, Albert Weaver and Geo. 
Shaffer are interested. 


ATHENS, ALA.—We are informed that no steps have 


yet been taken in the construction of the proposed electric 
railway from this place to the colony of the Bismarck 
City Land Improvement Co. Pres., R. B. Mason, Athens 


KNOXVILLE, TENN.—Local papers state that Col. John 
Hamilton, of Zanesville, O., and W. C. Crozier, Knoxville, 
are interested in a projected electric railway to the slate 
region, a distance of about 15 miles. 


CANTON, O.—Arrangements are reported as being made 


for the immediate construction of the Canton & Akron 
Electric Ry. Pres., W. A. Lynch, Canton 

COLUMBUS, O.—Local papers state that the Columbus 
Central Ry. Co. has secured control of the Worthington 
St. Ry. It is proposed to extend the road about 20 miles, 
besides making a number of other improvements. Thos 
A. Simons, of Columbus, may be addressed. 


DAYTON, 0O.---Gen. J. E. Lowes, Dayton, writes us that 
the survey has been made and franchises granted for the 
Dayton & Western Traction Co.'s road in Montgomery 
county and all but one in Preble county, which will be 
granted at once. Negotiations are in progress for the 
capital stock for the construction. The road will be bonded. 
_EAST LIVERPOOL, O.—The construction of the South 
Side St. Ry. will be begun at once, according to reports. 

PAINESVILLE, 0.—The construction of the proposed 
electric railway between this city and Fairport will be 
begun at once, according to reports. Henry W. Avery, of 
Painesville, will superintend the construction. 

MOUNT CLEMENS, MICH.—The Rapid Transit Ry 


Co. 
has asked for a franchise . 


in this place. James Tucker 

may be addressed, oe ie - 
CHICAGO, ILL.—The South Side Elevated R. R. Co 
proposes to build a power house, 6) ~ 200 ft.. at 40th and 


State Sts. 


JOLIET, ILL.—The Joliet Ry. Co. proposes to extend 
its electric road to Lemont. Gen. Mger., Wm. B. McKinley, 
Chicago; Vice-Pres., Geo. F. Duncan, Portland, Me. 
nin Eee ILL.—The Central Ry. Co. is said to be mak- 

arrangements to extend its electric re r ile 
Gab, sheet eee 3 ctric railway to Glen 


BLACK RIVER FALLS, WIS.—An election will be held 
April 6 to vote on the question of issuing bonds for ald- 
ing in the construction of the La Crosse, Black River 
Falls & Neilisville Electric R. R. 

_EAU CLAIRE, WIS.—The Chippewa Valley Electric Ry 
Co. has applied for a franchise for its proposed road in 
this city. The company proposes to rebuild the old line 
at a cost of about $60,000. H. M. Bates, of Boston, Mass. 
is interested. , 
<a MINN.—G. Van Ginkel, of Des Moines, 

9 ses to construct an electric atwee S 
ae tall ens electric road between thi 


PINE BLUFF, ARK.—The Pine Bluff Power & Transit 
Co. has been granted a franchise by the council 

LOGAN, UTAH.—Christopher Garff, of Ogden, Utah. is 
reported as making arrangements for the cunatrection of 
an electric railway in this city. 

HAMILTON, ONT.—The Hamilton, Chedole & Ancaster 
Radial Ry. Co. is said to have decided to extend its shoal rh 
road to Brantford, at a cost of about $200,000, 


ELECTRIC LIGHT AND POWER. 


SOUTH PARIS, ME.—The South Paris Light, Heat & 
Power Co. has been organized with a capital stock of $10,- 
000, and proposes to construct a plant at Jackson's Mills 
on the Little Androscoggin River. Pres., N. Dayton Bol- 
ster; Treas., Geo. M. Atwood. 


WOLFBOROUGH, N. H.—A bill has passed the legisla 
ture authorizing this place to construct and maintain an 
electric light plant. J. C. Avery, Town Clk. 


HARDWICK, VT.—Reports state that a steam ‘plant wil! 
be installed to operate the electric light plant, in connec 
tion with the present water power. 


PROCTOR, VT.—During the coming spring the Vermont 
Marble Co. expects to increase its water power develop 
ment at this place by the addition of a 500-HP. wheel 
The power developed will be transmitted by electricity to 
West and Center Rutland, and will be used in power and 
lights for marble manufacturing. The distance from both 
Center and West Rutland to Proctor is five miles. The 
same company will also install an electrically driven rock 
crushing plant here with a capacity of 100 tons a day 

NAHANT, MASS.—It is estimated that the proposed elec- 

tric light plant at this place would cost about $70,000. 
‘ PEABODY, MASS.-—At the annual town meeting, March 
23, it was voted to construct an electric light plant at an 
estimated cost of about $12,500 together with $1,500 for 
incandescent service. q 

WESTON, MASS.—Reports state that the Weston Elec- 
tric Light Co. has been awarded a contract to light this 
town with 200 lights. Geo. W. Cutting, Town Clk. 

WEYMOUTH, MASS.-—It is reported that this town has 
contracted with the Weymouth Electric Light & Power 
Co., for 33 are and 253 incandescent lights for the ensuing 
vear; the are lights at $70 each, and the incandescent 
lights at $18.64 each a year. 

CRANSTON, R. I.—It is stated that Councilman Babbit 
is to make a report on the cost of the proposed municipal 
electric light plant. 

HARTFORD, CONN.—Reports state that Geo. M. Brown. 
ro ame of the Linden Hotel, will install an electric light 
plant. 

HARTFORD, CONN.—We are informed that no action 
will be taken on the proposed municipal electric light 
plant until after April 19. Henry F. Smith, Cy. Clk. 

NEW LONDON, CONN.—Bids are asked by the secretary 
of the treasury, until April 14, for electric light wiring and 
conduits for the custom house and post-office buildings at 
=n London. W. E. Curtis, Acting Secy., Washington, 

SUFFIELD, CONN.—F. A. Swan, Boston, Mass., is said 
to have been awarded, March 18, the contract for instail- 
ing an electric light plant at this place. Ten bids were 
received. 

BUFFALO, N. Y.—Reports state that this city has signed 
a contract with the Buffalo General Electric Co. for 2,28% 
lights at $109.50 each a year. 

BROOKLYN, N. Y.—The Gravesend electric light plant 
and appurtenances were sold, March 25, to the Edison 
Electric Mluminating Co. for $31,199. The original cost of 
the plant is said to have been about $120,000. 

HANCOCK, N. Y.—The Hancock Electric Light Co. has 
been organized with a capital stock of $10,000, and pro 
poses to have its plant in operation by the Ist of Sep 
tember. Pres.. H. McGranigan; Secy., F. A. Taylor 
Treas., W. H. Nichols. 
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RIVERHEAD (L. 1L.), N. Y.— state that the 
Riverhead Electric Light Co. is enlarging its plant at 
Upper Mills, a new boiler house 36 x 16 ft. being erected. A 
large addition will also be made to the main building. 

NEW YORK, N. Y.—Senator Sullivan has introduced a 
bill into the legislature giving a& new company, to be 
ealled the New York Electric Light & Power Co., authori- 
ty to construct and maintain a system of conduits, for its 
wires, from the north end of Amsterdam Ave. to South 
Ferry, on the west side of the city, and from South Ferry 
to the Harlem River along Second Ave., on the east side; 
also to construct subways in any of the lateral streets to 
connect the main pipe lines. 

WHITESTONE (L. L), N. ¥.—The contract for lighting 
this viHage with electricity has been awarded to the Flush- 
ing Electric Light & Power Co., according to reports, 

ALLEGHENY, PA.—Bids are asked by the secretary of 
the treasury, until April 7, for electric light wiring and 
conduits for the post-office building at Allegheny. y. E. 
Curtis, Acting Secy., Washington, D. C. 

FORTY FORT, PA.—Bids are asked until April 19 for 
furnishing a complete electric light plant. C. G. Mum-. 
ford, Secy. 

PHILADELPHIA, PA.—Reports state that Councilman 
Geo, Hawkes will introduce an ordinance into the council 
providing for the construction of a municipal electric light 
plant. 

SELLERSVILLE, PA.—It is reported that this town and 
Perkaise will soon construct an electric light plant to fur- 
nish light for both towns. 

SOUDERTON, PA.—This town is said to be considering 
the construction of an electric light plant. 

TACOMA PARK, MD.—Reports state that surveys are 
being made for a water-worke system and an electric light 
plant. 

BENWOOD, W. VA.—Reports state that the Benwood 
Electric Ligh. Co. will establish a plant in this town at 
an early date. 

TROY, N. C.—We are informed that the new cotton mill 
being constructed at this place will install an electric light 
plant as part of its equipment. 

WAXHAW, N. C.—We are informed that the new cotten 
mill being constructed at this place, by Rodman & Heath, 
will probably install an electric light plant. 

WILMINGTON, N. C.—Reports state that the Wilming- 
ton Gaslight Co. has made extensive improvements in its 
electric light plant, including a 300-HP, Ball engine, a 
3,000-ineandescent light dynamo, ete., at a cost of $11,000. 

UNION, 8S. C.—This city expects to construct, during 
the coming season, the water-works system and electric 
light plant, voted for at the last election. F. M. Farr, 
Chn. Water-Wks. Comn. 

ST. AUGUSTINE, FLA.—An ordinance has been intro- 
duced into the council granting a franchise to W. A. Mac- 
Williams, Walter French and Cromwell Gibbons to erect 
poles, wires, etc., necessary to the operation of a general 
electric lighting business. It is proposed to have the plant 
in operation in nine months, if the franchise is granted. 

BROOKHAVEN, MISS.—A petition has been presented 
to the council asking that plans and specifications be pre- 
pared for an electric light plant and water-works. 

PORT GIBSON, MISS.—It is reported that a special 
election will soon be held to vote on the question of con- 
strutting an electric light plant. 

KNOXYILLE, TENN.—Reports state that the electric 
light plant at this place will soon be completed. 

YOUNGSTOWN, 0O.—Bids are asked by the secretary of 
the treasury until April 7 for electric light wiring and 
conduits for the post office builidng at Youngstown, 0O. 
W. E. Curtis, Acting Secy., Washington, D. C. 

CORUNNA, ‘MICH.—Reports state that this town is con- 
sidering the construction of a municipal electric light 
plant. Anderson C, Marshall, Mayor. 

HANCOCK, MICH.—The construction of an electric light 
plant is —— considered, according to reports. Council- 
man W. H. Mason may be addressed. 

MANISTEE, MICH.—Reports state that a new electric 
light company has secured a franchise and will erect a 
power house at once. 

MARQUETTE, MICH.—We are informed that repairs 
and extensions will be made to the electric plant the 
coming season. L, C. Palmer, Secy. Electric Light & 
Power Comn. 

MUSKEGON, MICH.—Alderman William E. Moore has 
introduced a resolution to submit at a special election 
May 24, the question of issuing $40,000 in bonds for a 
municipal electric light plant. 


OAKLAWN, ILL.—The Campbell Investment Co. pro- 
poses to put in an electric light plant among other im- 
rovements projected at this place. Col. J. Q. Baird, 
her. 155 Washington St., Chicago. 

SOMONAUK, ILL.—Reports state that this town is to be 
lighted with electricity. 

WEST UNION, IA.—A franchise has been granted (o 
Chas. F. Freehauf, giving permission to construct an 
electric light plant and to erect poles, string wires, etc., 
for furnishing electricity for light, heat and power pur- 
poses. 

DES MOINES, IA.—Bids are asked until April 21 for 
constructing a complete electric light plant, including 
netessary buildings,- boilers, engines, dynamos, lamps, 
pole line, etc., as described in our advertising columns. 
C. D. Boardman and Geo. C. Sims, Bd, Pub. s., Frank 
B. Rae Engineering Co., 134 Monroe St., Chicago, Engrs. 


GRaCEVILLE, MINN.—Reports state that an electric 
light plant will be installed, to be run in connection with 
the present water-works plant. 

PINE CITY, MINN.—This city has awarced a contract 
for the construction of an electric light plant, according 
to reports. 


GRAND FORKS, N. D.—Reports state that Mayor Din- 
nie has appointed a committee of five aldermen, with Will- 
iam Ackerman as chairman, to inspect the electric light 
plant at Moorehead and report upon the feasibility of con- 
structing a municipa] electric light plant at this place. 


JEFFERSON CITY, MO.—A bill has been passed ap- 
propriating $5,000 for an electric light plant in the peni- 
tentiary to furnish light for the state buildings in this 
city. 


KANSAS CITY, MO.—Reports state that the Consoli- 
dated Electric Light & Power Co. and the United Electric 
Light Co. will consolidate and erect a ‘arge plant. C. 8S. 
Sweetland, Providence, R. I., is interested. 


CRIPPLE CREEK, GOLO.—It is reported that a com- 
pany of Colorado Spriggs capitalists will construct an 
electric plant at this place-for the transmission of power 
te the mines and for lighting the town. 


GEORGETOWN, COLO.—It is reported that an electric 
hight plant will be established in this town, 
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GREELY, COLO.—The pro electric light plant is 
estimated to cost about $12,000, according to reports. 
Mayor Boomer may be addressed. 

NEW COMPANIES.—Seabright Electric Light Co., Sea- 
bright, N. J.; $10,000; Pres., Dr. James J. Reed; Secy., 
E. 8. Nesbitt; Treas., L. G. Erwin. 


EXETER, N. H.—This town is said to be considering the 
construction of a new steel bridge to replace Great Bridge. 
Arthur W. Dudley, Cy. Engr. ; 

EASTHAMPTON, MASS.—It is estimated that about 
$4,000 will be needed to repair the damage done the cov- 
ered bridge over the Manhan River at this place, caused 
by the settling of the north abutment. There is also con- 
siderable talk of narrowing the span from 125 ft. to 100 
ft., and erecting an iron bridge on new abutments. 


NORTHAMPTON, MASS.—Reports state that the ques- 
tion of rebuilding the South St. bridge is being discussed. 

PROVIDENCE, R. I,—Bids are asked until April 20 for 
removing the .old bridging and constructing new abut- 
ment walls and piers at the site of the Weybosset bridge 
and for constructing new river walls from the bridge to the 
south line of Crawford St., as stated in our advertising 
columns. Robert E. Smith, Comr. Pub. Wks. 


HARTFORD, CONN.—A survey is being made, accord- 
ing to reports, of the territory comprising the site ot 
the proposed bridge approaches between this city and 
East Hartford. 

JERSEY CITY, N. J.—Bids are asked by the board of 
freeholders until April 15 for constructing a bridge oyer 
the Morris canal at Pacific Ave. Jos. Zumbusch, Chn. 
South Bridges, 143 Pacific Ave., Jersey City. 


OXFORD, PA.—W. H. Morris, John T. Anderson, and 
Samuel A. Grason, Westchester, Pa., have been appointed 
a committee to decide the question of building a county 
bridge between this place and Upper Oxford. 

WASHINGTON, PA.—A new iron bridge, to cost about 
$1,500, is to be built over the Perkimen at this place. 


WHEELING, W. VA.—Reports state that A. L. White, 
Cy. Engr., has made an examination of the Market St. 
bridge and considers it unsafe for use. The council will 
probably have plans prepared for a new bridge. 


KINGSTON, N. C.—Lenoir and Greene counties have 
agreed to build a bridge across the. river separating the 
two counties, the expense to be borne equally by each. 

COLUMBIA, 8S. C,—An iron and steel bridge is to be built 
across the Congaree River, between this city and Brook- 
land, for which a company was incorporated last week. 


preg T. Duncan, J. L. Minnaugh, John Taylor, incorpora- 
ors. 


FORT MILL, 8. C.—It is reported that a bridge.to cost 
about $9,000 will be built at Harris’s Ferry by the county 
commissioners. 


ALBANY, GA.—Reports state that the new $8,000 county 
iron bridge over Kinchefone Creek, together with several 
smaller ones, have been washed away. 


my foe oy nl ae bridges were washed 
away e recent 8, including t r 
Mill and Woods’ Mill. eT ee 


ERWIN, TENN.—A new steel bridge will be erected by 
the county, over Nolachucky River near this place, ac- 
cording to reports. 


CHATTANOOGA, TENN.—R. D. Betts, County Engr., 
is said to have completed plans for a new iron and steel 
bridge over Sale Creek on Washington road. The plans 
call for a 72-ft. steel span, a 90-ft. iron trestle and a 16-ft. 
roadway; estimated cost, about $2,000. 

CLEVELAND, O.—Reports state that the board of con- 
trol has approved a resolution instructing the direetor 
of public works to prepare plans for the rebuilding of 
the Center St. bridge at an estimated cost of about $90,000 

CINCINNATI, 0.—H. J. Stanley, Cy. Engr., has been 
authorized to prepare plans for a new highway bridge 
over Mill Creek at Dane St., according to reports. 

LOVELAND, 0.—Reports state that the commissioners 
of Hamilton, Warren and Cleremont counties have decided 
to rebuild the bridge over the Miami River, at this place, 
at an estimated cost of about $51,000, which will be divided 
among the three counties. 

BEDFORD, IND.—Reports state that the county bridges 
were damaged to the extent of about $10,000 by the re- 
oom water and that several new iron bridges will be 

u 

CHICAGO, ILL.—James F. Gookins is said to be the 
principal promoter of a scheme to connect the driveways 
along the water fronts of North and South Chicago by a 
steel suspension bridge. It is proposed to build a 6,000 
ft. steel double-decked bridge, at an estimated cost of about 
$8,000,000, the lower deck to be used for electric cars and 
ordinary teaming and the upper deck devoted exclusively 
to a pleasure driveway.—It is said that the drainage 
board has decided to erect 15 swinging bridges over the 
canal instead of fixed bridges, as at first reported._— The 
proposed improvement of Jackson St. is said to include 
bridge construction to the amount of about $10,000. 

INDIANAPOLIS, IND.—Plans are being prepared by 
the park commissioners, according to reports, for a $3,000 
= bridge over Bean Creek, on the east side of Garfield 

ark, 

CEDAR RAPIDS, IA.—Bids are asked until April.2 for 
constructing a 100-ft. steel bridge on tubes. Charles Weare 
and E. P. Boynton, Bd. Pub. Wks. 

CORNING, IA.—Bids are asked until April 7 for con- 
structing an 80-ft. bridge, with a 16-ft. roadway, on cyl- 
inder piers. 

CLARINDA, IA.—Bids are asked until April 6 for con- 
structing all county bridges during the ensuing year. 

DAKOTAH, IA.—Bids are asked until April 7 for con- 
structing wooden bridges during the ensuing year. 

IOWA CITY, IA.—Bids are asked until April 9 for con- 
structing all county bridges during the ensuing year. 

SIOUX FALLS, S. DAK.—Bids are asked for construct- 
ing all county bridges during the ensuing year, 

SIOUX FALLS, S. DAK.—Reports state that at least 12 
peseges near this place have been swept away by the recent 

LOUISVILLE, NEB.—Reports state that about $5,500 
has been subscribed for a bridge over the Platte River- at 
this place, and that work on the structure will probably 
be commenced within 60 days. W. A. Paxton,. Pres. 
Union Stock Yards Co., Omaha, is said to be interested. 

LIVINGSTON, MONT.—Press reports state that Geo. 
Eahler, << ewe: le wrides to pane caeerent for 
repairing the Springda al d , an . Summer 
the contract for constructing a bridge over Shields River, 
at 

DENVER, COLO.—Press reports state that T. J. Milner, 
€y. Engr., in his report to the beard of public works, 
March 22, recommended the oe contracts for 
the 14th St, viaduct work to the following: Youngstown 
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Bridge Co., Youngstown, O., the main viad,; 
and removing and re-erecting the old viad, 
poi Wrought Iron Bridge Co., Canton 

nders for supporting the new structure a: 
board of public works decided-to readvertis 
paving, constructing the hand railings ani 


the viaduct. 
BUILDINGS 


WATERVILLE, ME.—Reports state that 
& Son have work on the constructio 
city building which is to cost $75,000. The 
for the completion of the bui by Jan. 1, [sus 
BURLINGTON, VT.—Bids are asked unt) \>, 
constructing additions to forage store house . 
Allen, Vt. Capt. Guy Howard, A. Q. M., Bur! 
BOSTON, MASS.—The trustees of the Sta: 
tional Society have purchased the property a 
Beacon St., adjoining the Boston Athenaeum, » 
reports, and they will immediately begin th: 
a ,000 building upon the same.—-The Midd! 
commissioners received the following bids Mar 
constructiqn of a new probate court and regis::: 
in East Cambridge: 
W. L. Clark & Co., Boston. 
Hamilton, Balcom & Peterson, Salem 
T. H. Cornell, Lowell, Mass.................... 
Heating and ventilating: 


Nutter & Seabury, Boston 

Evans, Admiral & Co., New York 

ee ee ee RY en ; , 
Magee Furnace Co., Boston..,................ ; 
Braham, Dow & Co., Boston,... . 
Walworth Construction & Supply Co., Boston.. 
A. A. Sanborn, Boston ‘ ; 
Huey Bros., Boston ° 

Foster, EHingwood & Harve 

Lynch & Woodward, Boston 

Ingalls & Kendricksen, Boston 

A. B, Franklin, Boston (accepted). . 


The work for electric fixtures and furnishings was awardeq 
to Elisha, Littlefield & Co., Somerville, Mass., at $10,983. 


BOSTON, MASS.—An 8-story steel frame brick ang 
stone building, 48 x 20 ft., will be erected at Duane ang 
Kilby Sts., after the demolition of the present building, 
which will be begun about April 1. 

CLINTON, MASS,—It is reported that contracts wil] be 
let about.April 1 for the construction of a new 4-story 
brick theatre building, to cost about $40,000. P. A. ana 
P. F, Cannon are interested. 


EAST GREENWICH, R. I.—The East Greenwich Acad- 
emy expects erect a 4-story brick and stone dormitory, 
to cost about $40,000. Arch., A. B. Jennings, 145 Broad. 
way, New York, N. Y. 


HARTFORD, CONN.—Plans are being prepared by the 
Hartford Electric Light Co., for the erection of a 2-story 
office building on Pearl St. 

ALBANY, N. Y.—It has been decided to open the matter 
of plans for the new Railway Y. M. C. A. bullding t 
competition among such Albany architects as have already 
made application to submit plans. The applicants are 
Gungon & Emory, A. W. Fuller, M. L. Woollett, A. E. 
Wheeler, E. Hoffman and Ogden & Son. 

BROOKLYN, N. Y.—It is reported that work upon the 
new buildings for the Flatbush hospital will commence 
at once. 


BROOKLYN, N. Y.—Fire Commissioner William C. Bry- 
ant has awarded the contract for building the new truck- 
house in 5th Ave., between 52d and 53d Sts., to Andrew P 
Blixt. Archs., Lauritzer & Co., 350 Fulton St., Brooklyn 


BUFFALO, N. Y.—It is reported that Alderman William 
Franklin will have a new grand stand and bleachers con- 
structed at Olympia Park.——Edward W. Eames coutem- 
plates the erection of a new steel elevator on his property, 
provided that the city decides to improve the Buffalo River. 


BUFFALO, N. Y.—The contract for the steel elevator of 
the Northern Steamship Co. has been let to Riter & Con- 
ley, of Pittsburg, Pa., at a cost of $300,000. The founda- 
tions of the structure will be 60 ft. in depth.——J. W 
Georger will build a 4-story brick business block on Pear! 
St., to cost $20,000. Arch., Aug. C. Eisenwein, 315 Pear! 
St.——George Chappell has planned a $20,000 business 
block on Niagara St., for Miss Clinton. 


NEWTOWN (L. I.), N. Y.—The people of this place voted 
March 29 on the question of erecting a new school build- 
ing. 

NEW YORK, N. Y.—The trustees of the Cathedral of 
St. John the Divine, of which Henry C. Potter is Bishop, 
have decided to erect a see house to cost about $5!),\0. 
Work on the cathedral itself will shortly be resumed.— 
Plans have been filed for a brick and stone chapel! on SSth 
St., Rhinelander estate, 155 West 14th St., donors, Archs., 
Barney & Chapman, 1286 Broadway; by John E. Darragh, 
217 West 125th St., for eight brick and stone 5-story flat 
and store buildings at 164th St. and Amsterdam Ave.; 
by Frederick Schuck, 18 St. Nicholas Place, for four 5- 
story brick and stone flats on 120th St., Arch., John 
Hauser, 1441 3d Ave.; by W. N. Lake, 51 Warburton Avc., 
Yonkers, for eleven 3-story and basement brick dwellings 
on Hamilton Terrace, to cost about $110,000, Arch., Henri 
Fouchaux, 11th Ave. and 162d St.; by C. W. Mick, 164 
Woodward Ave., Brooklyn, for four 5-story brick flats at 
St. Nicholas Ave. and 151st St., to cost about $97,00).— 
A new church building to cost about $85,000 is to be 
erected for the St. Paul’s Evangelical Lutheran Church, 
123d St., in place of the old building which is now in 
course of demolition.—The trustees of the Baron de 
Hirsh Fund contemplate the doub of the capacity of 
the Baron de Hirsh trade school on St., at a cost of 

50,000; the improvement of the East Broadway Hebrew 
Institute, at a cost of $100,000, and the erection of a new 
home and school for working women at a cost of about 
$500,000. Pres. of Bd., M.S. Isaacs; Secy,, Julius Gold- 
man.——The West Side Public Improvement Association, 
M. C. Milnor, Chn., have requested the Manhattan Elevated 
R. R. Co, to erect a station on the 9th Ave. line at Bethune 
SS Sts. The cost of building a station is about 


NEW YORK, N. Y.—The city authorities have decided to 
ereet a hospital in Harlem at a cost of $300,000. Archi- 
tects have been asked to submit plans for the new s‘ruc- 
ture, and it is expected that these will all be handed ip 
within two weeks. The site for the new hospital is not 
yet selected, as the commissioners have several places ut- 
der consideration. Silas C. Croft, Comr. Public Charities 
in 1 eta or a Ward's I emg a cat 

sane, male on ’s Is! was destroy 
by fire March 3b: less, $40,000——Plans have been filed by 
the New York Steam “o., 2 Cortlandt St., for a 7-story 
brick factory to cost about $340,000. L.. K. Davis, 
30 Broad St.; by R.-A..and W. A. 
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Oth St., for a 6-story brick warehouse at Moore 

“ i Sts., to cost, 345,000. Archs., Kendall & Mat- 

= 150 Sth Ave., and by Isaac Maas, 118 First St., for 

we story puilding, to cost ,000. 

* NIAGARA FALLS, N. Y.—Thomas Mahoney has been 


awarded the contract to construct 12 new residences in | 


this town. 
BOONTON, N. J.—Lewis Van Duyne, Chn. Com., writes 


in response to the advertisement inserted in the 
= ow tes g Neue for competitive plans for a school build- 

mee Boonton, plans were presented by M. Houman, 2 
ae py Piace, Paterson, N. J.; Seymour Davis, 907 Walnut 
Cros Philadelphia, Pa.; H. W. Gardiner, Baltimore, Md.; 
se Hurd & Sutton, Prudential Bldg. Newark, 'N. J.: 
foward & Cauldwell, 10 and 12 East 22d 8t., New York 
ity; Chas. Prelini, 421 West 57th St., and Robt. Lee 
cyt, 619 Philadelphia Bourse, Philadelphia, Pa. The 
jan of Mr. Houman, of Paterson, was accepted as being 
vt suitable to the requirements, and he has been em- 
joyed as architect to complete plans and specifications 
Pad to superintend the construction of the school house. 

JERSEY CITY, N. J.—It is stated that a plan is on foot 
py which a new depot will be erected in this city to be 
ysed by the Lehigh Valley and West Shore Railroads, 
and that an independent ferry line may be established 
between New York and Jersey City by the same com- 
panies. The plan contemplates an expenditure of about 
$1,000,000, and provides for the building of storage 
houses, piers and wharves. 

NEWARK, N. J.—A new church building of limestone 
and brick to cost about $100,000 is to be erected on Penn- 
sylvania Ave., Brunswick and Thomas Sts., for the St. 
Columba Roman Catholic congregation. Rev. M. J. White, 
Pastor. Arch., Charles Edwards, Paterson Savings In- 
stitution Bldg., Paterson. 

PASSAIC, N. J.—Bids are asked until April 6 for the 
erection of a fire engine house, and for the erection of a 
police station on the site now occupied by the old city hall 
and police station. 

ALTOONA, PA.—A fire in this city March 30 is reported 
to have destroyed property valued at about $60,000, 
BEAVER FALLS, PA.—The following bids were received 
March 23 by Wm. M. Aiken, Supervising Arch., Washing- 
ton, D. C., for placing a low pressure return circulation 
steam heating and ventilating apparatus in the U. S. pub- 
lic building at Beaver Falls: 


Chandley Bros, & Co., Beaver Falls, Pa... .$2,050 60 days 


Hoben & Doyle, Philadelphia, Pa.......... 4,900 60 

B. Rutsler, - FeO ROMs dodcc) caccecesecce 2,999 40 “ 
McGuinness-Smith Co., Pittsburg, Pa..... 2,982 60 “ 
Oby & Co., CAMEOM, 0... cc ccccccccvcccces 2,556 60 * 
Alfred S. Ewing, Chillicothe, O........... 2,520 5 “* 


Sam’] I. Pope Co., Chicago, Ill............ 
Shook-Anderson Mfg. Co., Pittsburg, Pa.. 2,928 60 “ 
Scholl & Semple, Youngstown, O.......... 2,325 50 ‘“ 
Pittsburg Heating Supply Co., Pittsburg, Pa. 2,138 50 “* 
Wm. N. Tobin, Syracuse, N. Y 
BRADFORD, PA.-—The council has accepted the plans 
of E. A. Curtis, Fredonia, N. Y., for a new city hall te 
cost about $30,000. 


GREENSBURG, PA.—It is reported that Westmoreland 
county has adopted the plans for a $340,000 court house-to 
be erected in this place. Arch., William Kauffman, 605 
Smithfield St., Pittsburg, Pa. 

HARRISBURG, PA.—Mr. Jeffries, representative from 
Chester, has introduced a bill in the state legislature 
which provides for a building commission to erect a new 
capitol at a cost of about $550,000. 

PHILADELPHIA, PA.—The council] is contemplating the 
erection of a new school building to replace the burned 
northwest school building on Race St. The improvements 
will cost about $100,000. Councilman Ballinger may be 
addressed. 

SCRANTON, PA,—It is proposed to erect four new school 
buildings at a cost of about $100,000. Pres. Bd., T. J. 
Jennings. 

WILMINGTON, DEL.—A new 4-story building is to be 
erected at Shipley and 6th Sts. for the Delaware & At- 
lantic Telegraph & Telephone Co. Arch., E. L. Rice, .Jr., 
Equitable Bldg. 

WASHINGTON, D. C.—Bills providing for the construc- 
tion of the following public buildings have been introduced 
in Congress: Hartford, Conn., addition, $150,000; Salem, 
Ore., $100,000; Butte, Mont., $400,000; Bradford, Pa., $60,- 
000; Jersey City, N. J., $500,000; Owosso, Mich., $60,000; 
Oakland, Cal., $350,000; Radford, Va., $25,000; Dubuque, 
la., addition, $100,000; .Elizabeth City, N. C., $75,000; 
Grand Haven, Mich., $75,000; Columbus, Ga., addition, 
$50,000; Georgetown, Ky., $25,000; Joliet, Lil, $100,000; 
Alpena, Mich., $50,000; Dalton, Ga., $50,000; Malden, 
Mass., $75,000; Plattsmouth, Neb., $75,000; Abilene, Tex., 
$75,000; Holyoke, Mass., $150,000; Paris, Ky., $50,000; 
Tampa, Fla., $300,000; Zanesville, Ohio, $100,000; Meri- 
den, Conn., $100,000; Waterbury, Conn., $125,000; Glen- 
wood Springs, Colo., $20,000; Fitchburg, Mass., $200,000. 
FORT MONROE, VA.—Bids are asked until April 17 for 


constructing a post office at this place. Address John W. 
Pullman, Q. M., U. S. A. 


NORFOLK, VA.—On March 28 a fire in this city de- 
stroyed property valued at between $150,000 and $200,000, 
consisting of a Catholic church, two public halls, and 27 
dwellings. The total insurance was about $50,000. 

RICHMOND, VA.—The Chesapeake & Ohio R. R. Co. 
expects to erect a station in this city to cost about $2,- 
000,000, Ch. Engr., H. Frazier, Richmond. 

MOBILE, ALA.—The following bids were received for 
the construction of a new Y. M. C. A. building in this 
city; James H. Webb, Member of Com.: 


Daniel G. Harrison, Mobile ...............--0+: $44,551 
M. Smith SE ccc eeses cence sags cese at akeebae od 

M. T. Lewman & Co., Louisville, Ky............. 39,900 
8.8 Leonard, Jacksonville, Fla. .............+.- 49,961 
Knoxville Bldg & Constructing Co., Jacksonville 34,880 
Goode & Walker, Atlanta, Ga.................. 47,000 
Grifith & Memyy Mobile. icc. ccccseccwepen 39,572 
Houston & Riches, Mobile............ ee «. 57,238 
H. C. Fonde &Co., Mobile .............eeeees- 42,167 
LD. BOOS DRGNIO ik. 00s. ce ce cectevicdses 45,171 


*Awarded contract. 


RALEIGH, N. C.—We are informed that sppcepriations 
have been made by the state legislature which provide for 
tmprovements to made to the institut for the 
deaf and dumb, and also for the building of a new normal 
college. M,. J. Gorman, Raleigh, may be addressed. 
WILMINGTON, N. C.—Bids are asked until April 20 for 
all the labor and materials required for the erection and 
completion, except heating a . of the new ward 
building for the U. S. marine ital in this city. Su- 


Dervising Arch., Wm. M. Aiken, gton, D. C. 
WILMINGTON, N. C.—Bids are asked until 20 for 
all the labor and materials required for the 


and 
completion, ex heating a; of the new ward 
building of the U. S, marine in we: Su- 
pervising Arch., Wm. M. Aiken, Washington, D.C: 





ENGINEERING NEWS. 





GREENVILLE, S. C.—Reports state that the Southern Ry. 
Co. contemplates the erection of a roundhouse with a ca- 
pacity for 40 engines. Ch. Engr., C. H. Hudson, Wash- 
ington, D. C. 

ROME, GA.—It is reported that the railway companies 
of this city are considering plans for a large central depot; 
also that J. A. Glover and R. G. Clark will erect two busi- 
ness houses on Broad St. 

JACKSONVILLE, FLA.—The county school board is 
discussing the advisability of erecting several school build- 
ings in this city. Supt. Glenn is interested. 

DETROIT, MICH.—The following bids were opened 
March 19 by Wm. M. Aiken, Supervising Arch., Washing- 
ton, D. C., for two hydraulic passenger elevators for the 
U. S. public building, as advertised in Engineering News: 


George C. Howard, Philadelphia, Pa...... $10,000 =6 mos. 
Morse, Williams & Co., Philadelphia, Pa.. 10,343 4 “ 
Eaton & Prince Co., Chicago, Ill......... 9,105 120 days 
Crane Elevator Co., Chicago, Ill.......... 9,000 9O “ 
Central Iron Works, Quincy, Ill.......... 6,950 120 “* 


Brodesser Elevator Mfg. Co., Milwaukee. ¥,6983 1240 “ 
Nat. Elevator & Machine Co., Scranton, Pa 8740120 “ 
Standard Elevator & Mfg. Co., Chicago, Ill 10,350 4 mos. 


CHICAGO, ILL.—Report states that a residence for J. P. 
Theurer is to be erected at Lakeview Ave. and Arlington 
Place, at a cost of about $65,000.——The board of educa- 
tion proposes to erect a workshop and a storeroom on 
Soa St., at a cost of about $50,000. N.S. Pat- 
ton, Arch. 


FORT RILEY, KAN.—Reports state that Mills & Keesee, 
Topeka, have secured the contract for the erection of 
several new government buildings at this place, to cost 
about $31,500. 

LEAVENWORTH, KAN.—A new federal penitentiary, 
having enough cells for 5,000 convicts, is now in course 
of erection on the prison reservation in the northern part 
of this city. J. W. French, Warden; Arch., W. S. Eames, 
Columbia Bldg., St. Louis, Mo. 


OMAHA, NEB.—Reports state that Walker & Kimball, 
Devonshire Bldg., Boston, Mass., have been chosen by 
the department of buildings and grounds as the supervis- 
ing architects of the Trans-Mississippi exposition.——A 
4-story brick and stone retail clothing building is to be 
erected in this city this summer for Levy, Cohn & Straus- 
burger. Archs., Walker & Kimball, Boston and Omaha. 


PLATTSMOUTH, NEB.—The county commissioners have 
rejected the proposition which provided for the erection 
of a new jail. 

TOWNSEND, WASH.—Bids are asked until April 22 for 
furnishing the labor and materials and fixing in place com- 
plete the low pressure, return circulation, steam heating 
and ventilating apparatus for the U. S. marine hospital 
building at this place. Wm. M. Aiken, Supervising Arch., 
Washington, D. C. 

SAN FRANCISCO, CAL.—It is reported that C. J. Beh- 
low, Vice-Pres., the H. Liebes Co., contemplates the erection 
of an 8-story office building on the site of the old St. 
Mark's German Lutheran Church on Geary St., near Pow- 
ell. M. J. Lyon, 120 Sutter St., has prepared plans for 


the same. 
WATER-WORKS. 


PORTLAND, ME.—C. H. Randall, Mayor, writes us that 
the report of the proposed purchase of the water-works 
is incorrect. Nothing will be done towards that end the 
present year. 


BARTLETT, N. H.—It is reported that work will soon 
be begun on the proposed water-works for this place; es- 
timated cost, $20,000. 


CHESTER, N. H.—The legislature has passed a bill in- 
corporating the Chester Water-Works Co. 

CLAREMONT, N. H.—The legislature has authorized 
the Claremont Water-Works Co. to provide means for 
extending its works. 


ATHOL, MASS.—The committee and the engineer, Percy 
M. Blake, have submitted reports for a better water supply 
in this city. The committee has recommended the pur- 
chase of the plant belonging to the Athol Water Co. Im- 
provements and extensions to the plant are estimated to 
cost about $75,000. E. V. Wilson, Chn, Com. 

BILLERICA, MASS.—The legislature has been asked to 
grant the town permission to construct works, 

CLINTON, MASS.—The question of constructin a 
stand-pipe at the Burditt Hill reservoir, to cost about 
$5,000, is under consideration. Geo. S. Gibson, Water 
Comr. 

EDGARTOWN, MASS.—The people of this place are re- 
ported to have voted in favor of granting a water-works 
franchise to Joseph K. Nye, of Fairhaven, Mass. The 
bill authorizing the granting of the franchise is now be- 
fore the legislature. ~ 

METHUEN, MASS.—The legislative committee is said to 
have reported in favor of authorizing this town to issue 
$25,000 in bonds for increasing its water supply. 


NEWTON, MASS.—Alderman Hobart has introduced an 
ordinance appropriating $5,370 for laying water pipes in 
six streets. 

REVERE, MASS.—The matter of purchasing water 


works for the town has been referred to a committee. 
B. B. Dewing, Chn. Com. 


WAKEFIELD, MASS.—The committee has been granted 
further time to prepare its rt on the proposed pur- 
chase of the plant of the Wakefield Water Co. E. C. Mil- 
ler, Chn. Com. 


WOBURN, MASS.—The finance committee has been 
asked to appropriate $7,000 for constructing a water main 
in Lexington St. 

WORCESTER, MASS.—Fred. A. McClure, Cy. Engr., 
writes us that it is proposed to construct a new distribut- 
ing reservoir, for which $100,060 has been appropriated, 
in addition to $250,000 for new mains. All the work will 
be done by the water department. 
an CHEaTeR. St tea wo moe, Water Co. has 

en organiz y r, rt M. Hollis 
others; capital stock, $800. : a 

AUBURN, N. Y.—Local papers state that bids will prob- 
ably be asked in April by the water board for furnishing 
and constructing about four miles of water mains. There 
will also be required about 20 new hydrants. 


Rat. N. Y.—Bids ar ont, nat. ponth 10 for con- 
structing a new reservoir a e Ts d , 
Home. O. H. Smith, Secy. Bd. Trustees. ee 

BROOKLYN, N. Y.—Bids are asked until April 6 for 
furnishing and delivering cast iron water pipe and special 
castings, to wit: 30 tons of 4-ih. cast iron weter , 800 
tons of 8-in. cast iron water pipe, 560 tons of 12-in. cast 
iron water pipe, 60 tons of 20-in. cast iron water pipe and 
200 tons special castings, as stated in our advertising 
on tier Theo, B. Willis, Comr. Pub. Wks.; R. M. Whit- 
ng, \ 

CALEDONIA, N. Y.—J. F. Witmer, sult. ., © 
and 63 Chapin Block, Buffalo, informs ub-that the files 
ing contracts have been a for furnishing the ma- 
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terials and for constructing works, as advertised in En 
gineering News. All the bids were noted in our issue of 
March 18: Pipe and special castings, Anniston Pipe & 
Foundry Works, Anniston, Ala.; hydrants and valves, 
Eddy Valve Co., Waterford, N. Y.; valve boxes, Bingham 
& Taylor, Buffalo, N. Y.; pumping machinery, Rumsey 
Mfg. Co., Seneca Falls, N. Y., who will furnish the Olin 
gas engines, manufactured at Buffalo, N. Y.; stand-pipe, 
Walsh's Steam Boiler Works, Holyoke, Mass.; pipe lay 
ing, building and pump well, Prout & Swanson, James 
town, N. Y. 

BINGHAMTON, N. Y.—John Anderson, Secy., informs 
us that the commissioners received the following bids 
March 23 for furnishing and constructing water-works 
boilers, as advertised in Engineering News 


Gaylord & Eitapenc, Binghamton (accepted). . $1.93 
Shapley & Wells, Binghamton.......... sabes ~» 2208 
McEwen Bros., Wellsville, N. Y........ sete . 1906 
Thomson Kingsford, Oswego, N. Y............ 2.371 
Watertown Steam Engine Co., Watertown, N. Y.... 2,0 
Phoenix Iron Works, New York........ jicevauewea See 
Ames Iron Works, Oswego, N. Y........ seweees Ue 
Tippett & Wood, Phillipsburg, N. J ........... 2,042 
BOONVILLE, N. Y.—We are informed that the follow 
ing bids were received March 25 for constructing works, 
as advertised in Engineering News: 
Clinton Beckwith, Herkimer, N. Y... cae $36,215 
Westchester Pub. Wks. Co., Mt. Vernon, N. Y 35,405 
Charles Smith, Syraeuse, N. Y.............. . 87,350 
A..F. Nims, Philadelphia, N. Y.......... Pe 
John Maraden, Utica, N. Y.......... ; 41,100 


Smith Bros., Helenville, N. Y..... 
Marrone, Lafaro & Co., Utica, N. Y. 
John H. Nelson, Herkimer, N. Y 
M. B. Birdseye, Fayetteville, N. Y. 

Folwell & Finnegan, Lyons, N. Y............ 
Geo. Millar & Co., Rome, N. Y.... 

Edison Bros., Phelps, N. Y............ 

D. Cuozzo, New York, N. Y... 





E. A. Rudiger, Peekskill, N. Y.... 40,250 
L. J. Richardson, Owego, N. Y...... . 41,543 
a. a ee. ee Se Wane, MH. W.. wecescce 25,873 
*Halliman Bros. & Fenton, Little Falls, N. Y 36,176 
Flood & Shirrill, Sandy Hill, N. ¥........ . 37,500 


*Awarded contract. 

DE RUYTER, N. Y.—Bids are asked until April 14 for 
constructing works, as stated in our advertising columns 
Engr., J. F. Witmer, Chapin Block, Buffalo, N. Y.; A. W 
Francis, Pres. Water Comrs. 

JAMAICA, N. Y.—The Jamaica Township Water Suppiy 
Co. has asked for a 5-year renewal of its contract with 
the town. The trusteees will consider the application at 
its April meeting. 

HORNELLSVILLE, N. Y.—It is reported that the people 
of this city will vote at the next election on the question 
of constructing water-works. 

PITTSFORD, N. Y.—The citizens of this place are re 
ported as discussing the question of water-works. 

PORT RICHMOND (S. L.), N. ¥.—The Richmond Bor 
ough Water Co. is reported to have applied for a fran 
chise in this town; capital stock, $100,000. Pres., Patrick 
Egan; Secy., Geo. D. Smith. 

PROSPECT, N. Y.—The question of constructing works 
is under consideration, according to reports. 

ROCHESTER, N. Y.—A committee has been appointed 
to consider the advisability of purchasing Cobbs Hil! for 
a reservoir site. Gen. E. Warner, Mayor. 

WAERVLIET, N. Y.—It is proposed by the West Troy 
Water-Works Co. to construct a new storage reservoir 
to supply this place. 

YONKERS, N. Y.—Bids are asked until April 14 for con- 
structing a tube-well plant, as stated in our advertising 
columns. Wm. H. Doty, Pres. Water Comrs.; Jos. A. 
Lockwood, Clk. 

NEWARK, N. J.—Bids are asked until April 8 for fur- 
nishing the water department with 1,082 gross tons of 4 
to 20-in. cast iron water pipe and 100,000 Ibs. of special 
castings, as stated in our advertising columns. Morris R. 
Sherrerd, Engr. Water Dept, 

TRENTON, N. J.—A committee is reported to have been 
appointed by the board of trade to confer with the commis- 
sioners in regard to a new filter at the water-works. Work 
on the proposed reservoir will probably soon be begun, ai 
a cost of about $349,000. Engr., C, A. Hague, sv Cort- 
landt St., New York.——The Continental Water-Works Co. 
has been incorporated to operate in eleven different states; 
capital stock, $100,000, with $10,000 paid in; incorporators, 
Cc. W. Knight, Rome, N. Y.: 8. F. Potter, Greensburg, Pa.; 
A. C. Overholt, Scottdale, Pa.; Jos. H. Wright, Trenton. 


LIGONIER, PA.—The council has passed an ordinance 
authorizing the issuance of $7,500 in bonds for construct- 
ing works. J. M. Keefer, Ch. Burgess. 

MBADVILLE, PA.—Press reports state that the city 
has secured a temporary injunction against the Meadville 
Water Co. from extending its plant. 

OIL CITY, PA.—Local papers state that the Oi! City 
Tube Millis & Boiler Wks. is constructing a building for a 
pumping station for its water supply. The machinery of 
the«plant will consist of two gas engines and two pumps 
with a capacity of about 750,000 gallons a day. 


WILKES-BARRE, PA.—The Fern Spring Water Co. is 
reported to have located a site for a reservoir to supply 
Laurel Run and Georgetown with water. T. M. Moyles, 
John Guiney and P. F. Kelley are interested. 

YARDLEY, PA.—Plans have been prepared for works 
to cost $17,000. The supply will be from shallow wells 
pumped to a steel reservoir. Des. Engr., Alexander Pot- 
ter, 137 Broadway, New York. 

TAKOMA PARK, D. C.—It is said that plans are being 
prepared for the proposed works on an electric light plant 
for this place. 

CUMBERLAND, MD.—The committee is investigating 
systems of filtration im order to secure a purer water sup- 
ply; estimated cost, $10,000. Councilman Robt. Shriver, 
Isaac Hirsch and Thos. Foote compose the committee. 


RICHMOND, VA.—Bids are asked for constructing 
works for Banton Heights. T. Crawford Redd, care of J. 
T. Re@d & Sons, Richmond, may be addressed. 


UNION, 8. C.—It is reported that the contract for con- 
structing works and an electric light plant will be let this 
summer. F. M. Farr, Chn, Comn. 

FITZGERALD, GA.—The works to be built in this place 
by Sidney Lascelles, Fit 1d, will consist of two duplex 
Sau Vocal fie toed 2a on "at ps Sag 

y 2 » 12, . of s cast 3 
hydrants, 100 Ibs. of cement, etc. — 

JACKSONVILLE, FLA.—Bids are asked until April 6 
for furnishing 8,000 ft. of 2 and %-in. wrought oak gal- 
anton pive and fittings. R, N. Bilis, Supt. and Engr. 


BROOKHAVEN, MISS.—The council will soon be peti- 
tioned to construct works and an electric light plant. 
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PORT GIBSON, MISS.—Another election has been called 
to vote on the question of constructing water-works and 
an electric light plant. 

ELLISVILLE, MISS.-—-C. H. Jones, Clk., writes us that 
the city does not want to build and own water-works, but 
is open to propositions from firms wishing to put in works 
and operate the same, the city to be charged for the water 
for street use and fire protection. 


WASHINGTON, LA.—The Consolidated Engineering Co., 
Lid., New Orleans, La., and B. F. Rounds, Houston, Tex., 
were the only bidders March 17 for constructing works, 
to cost about $20,000. A. J. Muller, Mayor. 

CINCINNATI, O.—The water-works trustees of Norwood 
have awarded the contract for furnishing a new com- 
pressed air system for pumping purposes to the Kand Drill 
Co., 100 Broadway, New York, at $3,000. 

TOLEDO, O.—Bids are asked until April 12 for sinking 
anu artesian well at Spring Grove Ave. and Russel St. 
L. P. Harris, Cy, Clk. 


WHITING, IND.—H. A. Brown, of Chicago, has sub- 
mitted a proposition to put in works at a cost of about 
$70,000. 

BELLEVILLE, ILL.—The Belleville Deep Well Water 
Co. has been incorporated, with a capital stock of $2U0,- 
ouW, Jos. Fuess and John A. Day. 

DALLAS CITY, ILL.—It is said that the council iis con- 
sidering the question of constructing works. 

GROSSDALE, ILL.—The trustees have passed an or- 
dinance to secure plans and specifications for works. 
Trustees Moore and Brouse may be addressed. 


OAKLAWN, ILL.—A water-works plant is to be con- 
structed at this place, by the Campbell Investment Co., 
as noted more fully under Suburban Improvements, in 
the columns of Miscellaneous Contracts. Col. J. Q. Baird, 
Engr., 155 Washington St., Chicago. 

JOLIET, ILL.—Frank W. Demey, Supt. Water-Wks., 
writes us that the water mains will be extended this sum- 
mer. The work will include about 2,000 ft. of 6-in. and 
6,000 ft. of S-in. pipe. It is proposed also to sink two 
wells 12 ft. in diameter, 1,700 ft. deep. This question 
will come before the council] about May 1. 


EDGERTON, WIS.—Work has been begun on the pro- 
posed works in this place by W. H. Wheeler & Co., of 
Beloit, Wis. A stand-pipe of 125,000 gallons’ capacity will 
be built. 

KAUKAUNA, WIS.—The council is reported to have 
rejected the proposition of the Milwaukee Construction Co. 
to put in works. 


BURLINGTON, IA.—The water company proposes to ex- 
tend its mains, at cost of about of $20,00U, Supt. Chas. 
Hood. 


OSCEOLA, IA.—John L. Kemp, Ch. Fire Dept., writes 
us that the question of putting in works here was defeated 
by the council and was never put to a vote of the people. 


BENSON, MINN.—It is reported that this place has 
voted to issue bonds for constructing works. 


DULUTH, MINN.—Bids are asked until April 16 for 
furnishing and laying about 3,249 ft. of 6 to 30-in. cast 
iron water mains, as stated in our advertising columns. 
R. Murchison, Clk.; D. A. Reed, Pres. Bd. Pub. Wks. 


COUNCIL BLUFFS, IA.—We are informed that the 
Council Bluffs City Water-Works Co. does not contem- 
plate any new work. 


NEWTON, KAN.—P. M. Hoisington, Chn. Com., writes 
us that there will be required about 35,000 ft. of 12-in. 
cast iron pipe, with special castings to connect with the 
present works. It is expected to use the old pumps, some- 
what rebuilt; two new boilers, 3,500 ft. of 10-in, cast iron 
pipe to be taken up and relaid; estimated cost, $50,000. 
Bids will soon be asked for the work. Up to March 25 no 
engineer had been engaged. 


OMAHA, NEB.—Geo. T. Prince, Ch. Engr. Omaha Water 
Co., writes us that all contemplated extensions to the 
company’s plant have been indefinitely postponed, 

BURLINGTON, KAN.—Press reports state that the coun- 
cil has given the Burlington Water-Wks. Co. a 25-year 
franchise. The city is to pay $1,750 a year rental for 70 
hydrants and issue 10-year bonds for $5,000 for hydrant 
rental since 1890. The company is to place its plant in 
good condition, filter the water, etc. 


JEFFERSON BARRACKS, MO.—Bids are asked until 
April 28 for furnishing and laying 7,500 ft. of 10-in, water 
main. Capt. J. W. Summerhayes, A. Q. M., Jefferson 
Barracks. 


ST. JOSEPH, MO.—The aldermen are considering the 
question of awarding a new contract to the water com- 
pany, the present contract soon expiring. J. H. Purdy, 
Pres., Pittsburg, Pa. Mayor Vories and Councilman John 
S. Lemon may be addressed. 

MOUNT CALM, TEX.—The Mount Calm Water Co. has 
been incorporated to construct works; capital stock, $5,000; 
incorporators, B, P. Lewis, 8S. R. Coker and H. C. Hol- 
comb. 

CORSICANA, TEX.—Wm. A. Wortham, Supt. State Or- 
phan Home, writes us that no money has been provided 
for a stand-pipe at the home, therefore no improvements 
of that kind will be done for some time. 

PALESTINE, TEX.—The people of this place will vote 
at the next election on the question of issuing $100,000 
in bonds for constructing works. E. W. Burkitt and A. 
L. Bowers may be addressed. 

FORT SMITH, ARK.—The Municipal Water-Wks. Co. 
has been granted a franchise in this city. J. A. Hoffman, 
Mayor, 

DENVER, COL.—Local papers state that the Denver 
Union Water Co. is preparing to purchase sites for reser- 
voirs about three miles north of the Platte Canon station. 


LITTLETON, COLO.—The people of this place will, on 
April 6, vote on the question of accepting from the Lit- 
tleton Water-Works Co. an option and lease of its plant. 
James Knight, Pres. Water Company; G. M. Benedict, 
Mayor; Jos. A. Hamer, Recdr. 

WALSENBURG, COLO.—S, Blickhuhn, Clk. and Recdr., 
writes us in regard to the reported projected works for 
this place that there has been nothing done in the matter 
of water-works and it cannot be told when anything will 
be done. 

OCEANSIDE, CAL.—G. W. Wilbur, Cy. Clk., writes us 
that the city is not at present making any extensions to its 
system. 

SANTA ROSA, CAL.—The city engineer has been di- 
rected to prepare plans and specifications on two proposi- 
tions for the pumping stations. One is to dig a new well 
50 ft. deep and the other is to lower the old well to 
ft. below the surface. The wells will be lined with rock. 


RENFREW, ONT.—Alexander Potter, 137 Broadway. 
New York, has prepared plans for gravity, power and 
steam pumping plants, estimated to cost, respectively, $71,- 
000, $57,596 and $50,400. The council has voted to adopt 
the steam pumping plant. Mayor Clark and Councilmen 
Elliott, Airth and Logan may be addressed. 


ENGINEERING NEWS. 


QUEBEC, QUE.—It is reported that Alderman Charle- 
bois is interested in the construction of water-works and 
a drainage system at River du Loup, to cost about 
$125,000. 

MEXICO, MEX.—This city, it is said, will spend $16,- 
0u0 for making investigations for increasing the water 


supply. 
IRRIGATION. 


PARK RAPIDS, MINN.—Reports state that a corps of 
United States engineers, under George M. Malory, St. 
Paul, is looking over the Crow Wing River and its tribu- 
taries with a view to extending the reservoir system to 
this section. A dam will probably be built at the junction 
ef the Shell and Straight Rivers in northern adena 
County, which will back the water up and raise the Crow 
Wing lakes; also the Shell, Fishhook, Straight and the 
Blueberry rivers. 

WHEATLAND, WYO.—The new reservoir of the Wyo- 
ming Development Co., which has a basin covering 40 
acres of land, will soon be ready f : the irrigation of the 
surrounding farms, according to reports. 


WICHITA FALLS, TEX.—Two corps of engineers under 
Murray Harris are surveying the Wichita River in order 
to ascertain how much land can be irrigated by the same. 


PUEBLO, COLO.—It is reported that the directors of 
the River View cemetery, situated on the Arkansas River, 
near here, are preparing to erect a plant to supply water 
for irrigation purposes. 

TRINIDAD, COLO.—John E. Searles, of New York, 
Secretary, of the sugar trust, is said to be in this city 
to inspect the land in this vicinity. If the inspection is 
satisfactory it is thought that about $4,000,000 will be in- 
vested in an irrigation district canals, etc., for the pur- 
pose of establishing a sugar beet plant. 

PORTERSVILLE, CAL.—Work has commenced on the 
new 13-mile ditch, which will have a carrying capacity 
of 5,000 miner's ins., with a fall of one ft. in each 1,000 
ft. The proposition is to use the supply of water in Tule 
River, and to pump with a plant on the Wilcox land, sec- 
tion 36, which will raise water 25 ft. 

RICHFIELD, UTAH.—Reports state that about $2,000,- 
000 will be invested in the construction of a large reser- 
voir and canals for irrigation purposes in this county. 
Morton B. Hirsh and Thos. Kavanaugh, Philadelphia, 
Pa., are said to be interested. 


VIRGIN, UTAH.—The Hurricane Canal Co. is construct- 
ingq a 6%-mile canal, starting about 1% miles above the 
La Verken Canal. It is & ft. wide, 4 ft. deep, and is ex- 
pected to irrigate 3,000 acres of land around this city. 

MEXICO, MEXICO.—Press reports state that a com- 
pany has been organized in this city with a paid-up capi- 
tal stock of $1,000,000. 3 proposes to irrigate an exten- 
sive area of land between Carmago and Matamoras. A. G. 
de la Vega, Mexico City, is one of the oragnizers of the 
company. 

NEW COMPANIES. — Commonwealth Irrigation Co., 
Denver, Colo.; $25,000; to operate in Conejos and Rio 
Grande counties; Lucius Weinschenck, Harry S. Silver- 
stein, A. B. Seaman. 

Agua del Oro, Pittsburg, Pa.; $250,000, with $2,330 paid 
in; incorporated in West Virginia; to construct machinery, 
canals, reservoirs, etc.; Henry C. Fownes, W. C. Fownes, 
Hay Walker, Jr., William Walker and T. H. Given. 

Mesa del Oro, Pittsburg, Pa.; $750,000, with $2,330 paid 
in; incorporated in West Virginia; to construct machinery, 
canals, ditches, etc.; Henry C. Fownes, W. C. Fownes, 
Hay Walker, Jr., William Walker and T. H. Given. 

Terra del Oro, Pittsburg, Pa.; $250,000, with $2,330 
paid in; incorporated in West Virginia; to construct ma- 
chinery, canals, ditches, etc.; Henry C. Fownes, W. C. 
Fownes, Hay Walker, Jr., William Walker and T. H. 


Given. 
SEWERAGE. 


DEDHAM, MASS.—The bill authorizing this town to con- 
struct @ sewer system is said to have been favorably re- 
ported in the state senate. 


LOWELL, MASS.—Press reports state that the board of 
aldermen has been petitioned to appropriate $75,000 for 
constructing new sewers. Geo. Bowers, Cy. ngr. 

TAUNTON, MASS.—We are informed that plans are be- 
ing prepared for a sewer system and disposal plant but 
that no appropriation has yet been made. Luther Dean, 
Cy. Engr. 

WORCESTER, _MASS.—Bids are asked until April 1 for 
furnishing sewer brick, cement, catch-basins, sand, lime, 
ete., for one year from May 15, 1897. Harrison P. Eddy, 
Supt. Sewers. 

BROOKLYN, N. Y.—Bids are asked until April 7 for 
constructing sewers in four streets; bond, $3,070. Theodore 
B. Willis, Comr. Cy. Wks. 


DOLGEVILLE, N. Y.—W. H. Collins has been appointed 
consulting engineer and will prepare plans for the pro- 
posed sewer system, to be voted on at a special election 
soon to be held. T. H. Roth, Pres. Sewer Comn. . 

JAMAICA (L. I.), N. Y¥.—The board of sewer commis- 
sioners has decided to issue $150,000 in bonds for con- 
structing a sewer system, as noted in our issue of March 
18. John J. McLaughlin, Cy. Engr. 

LYONS, N. Y.—Alexander Potter, New York, is pre- 
paring plans for a sewer system for this place to cost 
about $35,000. J. C. Bishop, Cy. Engr. 

YONKERS, N. Y.—Reports state that the following bids 
were received March 23 for constructing a sewer from 
Hudson Terrace to Warburton Ave.: John Madigan, $5,- 
488; Lawrence Carroll & Co., $3,330; George M. Woerner, 
$2,850; Edward Berrigan, $3,800; Michael Duffy ( ted), 

2,458; John A. & D. V. Murphy, $3,500; James Read, 

HARRISON, N. J.—Bids are asked until April 6 for con- 
es a pipe sewer in Grant Ave. B. P. Walsh, Town 

RED BANK, N. J.—Bids are asked until April 20 for 
constructing sewers and appurtenances. A. C. Harrison, 


Town Clk.; Hedenberg & Kinsey, Engrs., 106 Fulton St., 
New York. 


ERIE, PA.—Reports state that about $10,000 worth of 
— will be constructed this season. Geo. Platt, Cy. 

ner. 

MAHANOY CITY, PA.—A sewer will be constructed in 
Centre St., according to reports. 

WILKESBARRE, PA.—Bids are asked untii April 23 
for furnishing and completing about 5% miles brick 
and pipe sewers, as stated in our advertising columns. 
Frank Deitrick, Cy. Clk. 

ANNAPOLIS, MD.—Reports state that a large force of 
men will soon be put to work on the new academy sewer 
system, which it is proposed to have completed in about 
three months. 

CONSREE AND Mp We are sapeenet saat 2 —_ 
pany has been formed to bu’ a sewer in Virgin ve., 
Chapel Hill, but that nothing further is expected to be 
done before fall. 
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BENWOOD, W. VA.—It is reported that s. 

constructed in Seventh and Eighth Sts., a: 

cost of about $4,000. 


CLEVELAND, 0.—Wilson & Strack have 
the contract for constructing the first sect), he W 
worth Run sewer at an estimated cost of $1). cee 
in our issue of March 18.—The council j. megs 
adopted resolutions providing for sewers in «: ae 

SOUTH BEND, IND.—W. M. Whitten, © . 
been instructed to prepare plans for a sewer; 
district south of Sample St. 

SAGINAW, MICH.—The council is said to 
a resolution providing for a 26 x 39 to 16 
and a 9-in. pipe sewer in Michigan Ave. 1. | 
Engr. 

CHICAGO, ILL:—Reports state that the _ 
recommended the construction of a system o BS 
cepting sewers, estimated to cost $1,728,455, ee 
gaged Samuel G. Artingstall, ex-Cy. Eng: 
plans and specifications. Joseph Downey, Com: » Whs 

CHICAGO, ILL.—Bids are asked until Apri; | «; ,., 
structing about 39,281 ft. of 36 to 114-in. cept “9 
sewers. Joseph Downey, Comr. Pub. Wks. me 


KANSAS cITY, MO.—The contract for cons ng the 
O. K. Creek sewer from Belt Line Ave. to 21) ang jt 
ferson Sts. is said to have been awarded to ih. w. w 
Taylor Construction Co., at $9,282. Five bids were » 
ceived. 


TEMPLE, TEX.—Reports state the Tempi 
has been granted a 20-year franchise, and is j 
the system used at Paris, Tex., with a view to 
a like system in this city. 


DENVER, COLO.—The Sisters of St. Vine 
have been given permission to lay 1,8) ft. « 
connect with the city sanitary sewers. This 
dered necessary by the contemplated erection | 
ters of another building, which will double ¢! 
of the present structure. 

SPOKANE, WASH.—The following bids were received 
March 20, according to reports, for constructing a sewer 
in Fourth Ave.: James C. Broad, $4,999; E. G. Sherman 

,000; Peter Costello, $3,974; George J. Loy (accepted) 
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HOLLISTER, CAL.—At the election March 2 it was 
voted to issue $35,000 in bonds for a sewer system 

SANTA MONICA, CAL.—Reports state that City Engi 
neer Carrilo has completed his report on the proposed 
sewer system, and that probably the construction of the 
system will be started sometime this month John J. 
Carrilo, Mayor. 


RENFREW, ONT.—Plans for a system of sewers and 
sewage disposal have been prepared by Alexander Potter 
of New York. The estimated cost of the system is Sw 
000. An election will be called to vote upon the expendi 
ture of $18,000 of this amount. 


GARBAGE DISPOSAL-STREET CLEANING. 


NORTHAMPTON, MASS.—The garbage department has 
been organized and will at once purchase a garbage col- 
lecting wagon, etc. James Maloney, Ch. Dept. 

NEW YORK, N. Y.—Bids are asked until Apri! 12 for 
constructing and equipping an elevator and conveyor at 
17th St. and the East River; surety, $4,000. Geo. E 
Waring, Jr., Comr. Street Cleaning. Col. Waring wants 
to establish three new sorting stations at 48th St. and 
First Ave., at 110th St. and Pleasant Ave. and at 130th 
St. and Manhattan Ave. Each of the plots of ground he 
wants is about the size of four city lots, and on each Col 
Waring to establish a plant for the separation o! 
waste material from the refuse of value and for the cre 
mation of the rubbish which cannot be sold. He has in 
view the establishment of seven other plants of the same 
kind. Each of the plants will cost about $5,000. 

SYRACUSE, N. Y.—The board of health has voted w 
ask for bids for the disposal of garbage from the manufa:- 
tures of the Arnold and the Holthaus reduction systems. 
Commissionsrs Smith, Candee and J. F. Doyle may be ad 
dressed. 

WILMINGTON, DEL.—James B. QOberly, Chn. Com., 
informs us that the following bids Were received March 
25 for constructing a garbage disposal plant, as advertised 
in Engineering News: A. G. Smith, of New York, $11,950, 
for a plant of 80 tons capacity, requiring three men and 
a half a ton of coala day. Joseph Jenkins offered to take 
the present plant on a three or five-year contract, repair 
it and cremate all refuse for $7,000 a year. Frederick 
Colmeyer, of New York, offered an 80-ton capacity plant 
for $11,500, with a guarantee of five years. M. L. Davis, 
of Lancaster, Pa., offered a 4-furnace plant with a daily 
capacity of 100 tons for $9,000, the work to be compieted 
in 60 bas. The American Garbage Co., of Washington, 
D. C., offered to remodel the present plant so as to use 
coal instead of oil, and give it a capacity of Sv tons a 
day for $14,000, or it would agree to burn the garbage 
for 35 cts. a ton and put in its own plant. The Howland 
Sanitary Reduction Co., of Philadelphia, Pa., submitted 
several bids. The first was to sell an 8(-ton. capacity 
crematory for $35,000. The second was to dispose of 9) 
tons of garbage daily throughout the year for 27) cts. a 
ton; 60 tons daily for 30 cts. a ton or from 25 to 40 tons 
daily for $5,750 a year. The third was to make a tiree- 
year contract to dispose of all So for the first year 
for $5,550; the second year for $5,975, and the third vest 
for $6,375. The Smith-Seaman Co., of Philadelphia, o!- 
fered to build a plant for $12,915 or $3,100 additional it a 
new building to be built. The Dickson Sanitary ( _ 
matory Co., of Finley, O., bid $17,000 for a plant of 
tons’ capacity and offered to allow $2,000 for the a 
plant. All the bids were referred back to the cremator) 
committee to report at some later date to council. 

ST. PAUL, MINN.—The city clerk has been dire: ted to 
advertise for bids for the disposal of the garbage. 

SAN DIEGO, CAL.—It is reported that the following 
submitted bids March 19 for a fa disposal = 
Alderman Hutt, Chn. Com.: D. F. Donegan, of Los / » 

les, offered to put in a crematory for $3,000. RB. ; 
Kbright, Dallas, Tex., offered to build a crematory . 
$6,500 to $8,500. but did not include a building The 
Dixon Co. offered to put in plant complete for $12,(*¥). 


STREETS AND ROADS. 

BURLINGTON, VT.—W. K. Brown, Chn. St. Comrs., in- 
forms us that the contracts for furnishing curbing and 
rubble stone, noted in our issue of Feb. 11, have beet 
awarded as follows: J. W. Goodell, Burlington, Vt., curd- 
ing at 48 cts. a running foot, laid; N. W. Fisk, Isle e 
Motte, furnishing rubble stone at 60 cts. a cu. yd., d& 
livered at the dock in Burlington. 


BOSTON, MASS.—Be W. Wells, Supt. of Sts. esti- 
mates that the halting of East Springfield 
St., from Wash St. to Hartiees Ave., and macadam- 
izing Brooks St., from Chelsea to Bremen Sts., wil! cost 
about $13,825. . . 

c SS8.—The board of aldermen has bee? 
tioned to macadamize parts of the streets leading out 
reports. 
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Supplement—April 1, 1897. 


‘DE PARK, MASS.—About $17,500 will be spent for 
= improvements this season, 


7 rH, MASS.—Reports state that $14,000 has 
Ned oF improving roads, bridges and sidewalks. 
~ H. Holmes, Cy. Clk. 
WATERTOWN, MASS.—It is reported that bonds to the 


spoust of $30,000 will be issued for improving Mount 


uburn St. 

7 \MDEN, CONN.—It has been voted to macadamize 
- a mile of Cireuit Ave., at an estimated cost of 
ww), the work to be started at once. 


jARTFORD, CONN.—Bids are asked until April 14 
a ying Main St., from Needham’s corner to the tunnel, 
a trinidad Lake asphalt. C. H. Bunce, Cy. Engr.—— 
‘-eiderable discussion is being indulged in, according to 
« regarding the proposed change in the grade oi 
argeant St.——We are informed that Gold St. will be 
“gened from 12 to 5O ft., and that about $75,000 worth 
. property Will be purchased for the improvement. 

‘BROOKLYN, N. Y.—Bids are asked until April 5 for 
vacadamizing Ocean Parkway, between Prospect Park and 
Bay Parkway; J. G. Dettmer, Comr. Dept. Parks.——Press 
eports state that Bushwick Ave., between Vandeveer St. 
nd Myrtle Ave., will be paved with asphalt 5 ft. on each 
“ide of the curb, at an estimated cost of $18,000.; also 
arts of Bedford Ave., Hanson Place and Ocean Ave., at 
*) estimated cost of about $27,500, and Plymouth, Pros- 
vet and Gold Sts. and Hudson Ave., paved with granite, 
at a cost of about $11,500.——The shell road between New 
(trecht and Coney Island will be improved, according to 
reports. —The following were the lowest bids received for 
the asphalt paving of Leonard, Dean and 16th Sts., as 
‘oted jn our issue of March 18: Brooklyn Alcatraz Co., 
3.764 for Leonard St.; Cranford & Co., Dean St., $5,965, 
j6th St., $5,410. 

BUFFALO, N. Y¥.—The council has directed the board 
of public works to prepare plans and specifications for ex- 
ensive asphalt paving, according to reports. 

HAMBURG, N, Y¥.—Reports state that a petition has 
been presented to the board of supervisors for a macadam 
road from this place to Buffalo. 

HORNELLSVILLE, N. Y.—Several of the principal 
streets of this town will be paved with asphalt or brick 
he coming season. F. W. Dalrymple, Cy. Engr. 


LONG ISLAND CITY (L. I.), N. Y.—Bids are asked until 
,pril 18 for furnishing 2,400 cu. yds. of trap rock and 
wo cu. yds. of screenings for repairing the road from 
Lawrence to Rockaway Park, also Jackson Ave.; John J. 
McLaughlin, County Engr.——Reports state that the road 
ponds, amounting to $618,000 were sold to Lambrecht 
fro. & Co., at $107.11, for the 14 series. 


NEW YORK, N. Y.—Bids are asked until April 9 for 
furnishing and ars in place 10,000 cu. yds. of small 
obblestones and 16,000 cu. yds. of riprap stone. Geo. 8S. 
ferry, Dept. Docks, Pier A. 

NIAGARA FALLS, N. Y.—A petition will be presented 
io the council, according to reports, for the paving of 
Michigan Ave. W. W. Read, Cy. Engr. 

RICHMOND HILL (L. I.), N. Y.—A special election 
will be held April 7 to vote on the question of issuing 
£150,000 in bonds for flagging the village sidewalks and 
$70,000 for finishing the macadamizing of the streets and 
putting in cross-walks: James Deehan, Village Engr. 


RIVERHEAD (L. I.), N. Y.—Reports state that the 
highway commissioners have approved the proposed four- 
mile extension of Osborn Ave, 


UTICA, N. Y¥.—The Warren-Scharf Asphalt Paving Co. 
is reported to have been awarded paving contracts amount- 
ing to $39,405. 

WHITESTONE (L. I.), N. Y.—A petition is being cir- 
ulated, according to reports, for the further bonding of 
this town for $50,000 for macadamizing streets. 


STOCKTON, N. J.—The town surveyor has been di- 
rected to prepare estimates for macadamizing High St.—— 
The cost of the proposed grading of the river road is esti- 
mated at $6,087. 

NEWARK, N. J.—The board of public works has de- 
cided to pave seven streets with asphalt, nine with granite 
blocks and several others with material not yet decided 
upon, J. C, Mundy, Gen. Supt. Wks. 

WEST HOBOKEN, N. J.—Bids are asked until April 
lf for grading, flagging, etc., Summit Ave., from Malone 
St. to the Hackensack turnpike; bond $10,000. John P. 
McMahon, Town Clk. 

BUTLER, PA.—Bids are asked until April 15 for grad- 
ing, paving and curbing South McKean and Washington 
Sts.; bids to be made on brick, sheet’. phalt and asphalt 
blocks; bond, $1,000. H. E. Coulter, Secy. Council. 


MAHANOY CITY, PA.—The council has decided to pave 
about two miles of Centre St., at an estimated cost of 
about $20,000, according to reports. 


PHILADELPHIA, PA.—An ordinance has been intro- 
duced into the council authorizing the paving of 47 
streets with brick. Thos. M. Thompson, Dir. Pub. Wks. 


; PHILADELPHIA, PA.—Reports state that bicycle paths 
‘o cost about $40,000 will be constructed in Fairmount 
Park. Russel Thayer, Park Supt. 
TY RONE, PA.—We are informed that a petition will be 
presented to the council for paving about 6,500 sq. yds. 
of Lincoln Ave, with brick. 
a ASHINGTOIN, PA.—We are informed’ that bonds to 
- amount of $60,000 will be issued for brick paving. 
eo, T. Walker, Burgess; Wm. Wylie, Cy. Engr. 
BALTIMORE, MD.—Reports state that Mayor Hooper 
will sign the ordinance appropriating $60,000 for repaving 
Cr Ga from Gay St. to North Ave. Wm. Hanway, 
MACON, GA.—An ordinance has been introduced into 


the council providing for extensive paving im 
J. W. Wileox, Cy. Teer. Pp g provements. 


pAKRON, 0.—The proposed paving of Wooster Ave. and 
Owery St. is estimated to cost about $40,000.—Reports 


State that Howard St. will be ved wi ° 
S. W. Parshall, Cy. Engr. . Tae 


wer : 

in ELAND, 0.—The board of control has been di- 

° *d to prepare plans and specifications for grading, 

hee curbing, brick paving and improving Holmden 
ns from Pearl St. to Jennings Ave.—tThe y of 

= works is said to have been authorized to award to 
onan & Buettner the contracts for erasing. draining 


and pavi ~ 
Dir. Pn ee St. and Central Ave. D Wright 





E EAST CLEVELAND, O.—Reports state that th 

101 3Tr eee Ave. was awarded to E. T. ,oo 
see eens e work includes about 120,000 cu. Y 
nvation and about 508,000 sq. ft. of brick ho 
‘O be furnished and laid; 19 bids were received. 


MARIETTA, 0.—Bids are asked until April 26 for a 
‘ng about 44,000 sq. yds. of Second and Franklin | 
brick. W. P, Manes, Cy. Engr. On 


ENGINEERING NEWS. 


TOLEDO, O.—The county commissioners have ordered 
the improvement of stone road No. 25 from Swan Creek 
to Maumee, about 3% miles.——Reports state that N. P. 
Glann submitted the lowest bid, at $28,859, for improving 
Bancroft St., as stated in our issue of last week, $1,500 
being for bridge work and the balance for road work. 

SOUTH BEND, IND.—Reports state that the contract 
for paving Vistula Ave. with Danville brick has been 
awarded to C. H. Durfee. 

BATTLE CREEK, MICH.—We are informed that this 
town will vote on the question of issuing $30,000 in bonds 
for street improvements. 

DETROIT, MICH.—It is reported that the road from 
Erin to this city will be rebuilt at an estimated cost ot 


about $15,000. CC. J. Reilly, Pres. Rapid Ry., may be 
addressed. 
BELLVILLE, ILL.—Bids are asked until April 5 for 


grading, brick paving and curbine North Illinois St. F. 
W. Puderer, Cy. Clk. 


CHICAGO, ILL.—It is stated that the proposed im- 
provement of Jackson St. will cost about $166,080. L. B. 
Jackson, Cy. Engr. 


EVANSTON, ILL.—Reports state that $8,333, the bid of 
James Wiggin, was the lowest received for paving Crain 
St., from Asbury Ave. to Sherman Ave. 


BENTON, ILL.—It is reported that this place will build 
a lake drive up the Wisconsin line for a distance of about 
six miles. 


SIOUX CITY, IA.—Reports state that Pearl St. will be 
paved with asphalt and that several other streets will be 
paved but that the material has not been decided. 


KANSAS CITY, MO,—Reports state that about $40,000 
worth of paving contracts were awarded March 24 to the 
Gilson Asphalt Co. and Fred Feigil. 


NEVADA, MO.—A company has been organized with a 
capital stock of $10,000 to build a turnpike road from 
Eldorado Springs to Harwood, a distance of about 14 miles, 
according to reports. W. H. Wood, Cy. Engr. 


WESTPORT, MO.—Ordinances have been introduced into 
the council providing for about $60,000 worth of- asphalt- 
ing on eight streets. H. B. Abercrombie, Cy. Engr. 


SPOKANE, WASH.—Reports state that Oskar Huber, Cy. 
Engr., and Phil Steinberg, St. Comr., have been author- 
ized to visit Spokane, Portland and Seattle to gather in- 
formation for a report upon the various paving materials. 
This report will be submitted to the council and a ma- 
terial selected for the proposed extensive paving improve- 
ments. 


TACOMA, WASH.—It is reported that the governor has 
signed a bill authorizing the construction of the Puget 
Sound University boulevard, for which surveys are now 
being made and right of way secured, at an estimated 
cost of about $10,000. W. J. Morphy, of the university 
management, may be addressed. 


WENATCHEE, WASH.—Governor Rogers is said to have 
signed the bill appropriating $15,000 for constructing a 
wagon road from this place to Twisp. 

LOS ANGELES, CAL.—It is reported that the Mer- 
chants & Manufacturers’ Association has undertaken the 
construction of a boulevard between this city and Pasa- 
dena, a distance of about 10 miles. It will be about 140 
ft. wide and will cost about $300,000. 


SAN JOSE, CAL.—Extensive street improvements will 
be made this season according to reports. 


MANUFACTURING PLANTS. 


BOOTHBAY HARBOR, ME.—A. L. Pickett & Co., of 
Boston, Mass., have decided to enlarge the sardine factory 
in this place. 


BENNINGTON, VT.—The planing mill belonging to A. 
D. Stewart was destroyed by fire March 24, causing a 
reported loss of about $15,000. 


AURORA, MASS.—Stone & Prickett have begun the 
construction of a flour mill in this place to cost about 
$20,000. 

FALL RIVER, MASS.—Money is reported as being se- 
cured by John P. Bodge for the construction of a mill 
with 40,000 spindles; estimated cost, $500,000. 

HAVERHILL, MASS.—Plans are reported to have been 
prepared for a manufacturing plant in this city for A. J. 
Tilton and others of Haverhill; estimated cost, $300,000. 


WESTERLY, R. I.—It is stated that the Caledonian 
Textile Co. recently incorporated in New Jersey by M. 
Clark McEwan, Matthew Clark and William Whittan, Jr., 
has decided to locate in Westerly. The new plant will be 
one of about 56,000 spindles and 1,650 looms, for the 
manufacture of cotton piece gocds, and will employ from 
600 to 800 hands. 


PORTLAND, CONN.—J. E. Downs, of Wallingford, 
Conn., is reported to have been awarded the contract for 
constructing a 2%-story building, 165 x 85 ft., for the 
American Stamping Co. 

MANCHESTER, CONN.—Keeney Bros.’ paper mill, in 
> was destroyed by fire March 29, at a loss of 
50,000. 

BROOKLYN, N. Y.—Ground is reported to have been 
broken for a brewery on 8th St., near Fort Hamilton. 
City Clerk Benjamin is interested. 


DEPEW, N. Y.—It is reparted that a cotton mill will 
be erected in this town at a cost of about $1,000,000. It 
will be 660 185 ft. and will contain 40,000 spindles and 
1,280 looms. Joseph McCreery, of Fall River, Mass., and 
Chauncey M. Depew, John J. Astor and W. Seward Webb, 
of New York, are interested. 

LONG ISLAND CITY, N. Y.—Press reports state that 
Claus Doscher, 142 Ross St., Brooklyn, will erect a new 
refinery in Long Island City. The refinery will turn out 
3,000 bbis. of sugar a day and is estimated to cost about 
$2.000,000. 


MILLVILLE, N. J.—Work has been begun on a window 
glass factory in this place for Geo. Wood, of Philadelphia, 
according to reports. 


NEWARK, N, J.—Thos. Cressey, 800 Broad St., Newark, 
is reported to be preparing plans for a 2-story frame ad- 
dition, 75 x 50 ft., for the Atha Tool Co.’s plant. 


HELLERSTOWN, PA.—Baer & Storms, Paterson, N. J., 
propose to erect a silk mill 150 x 50 ft. in this place. 


MILL HALL, PA.—It ts said that a company is be- 
ing organized to construct a plant to manufacture a new 
patent steam water gage; estimated cost, $30,000. 


NEW CASTLE, PA.—The New Castle Steel Mill Co. has 
decided to build a new steel bar mill in connection with its 
other plant at once.— —The Ellwood tin mill is about ready 
to n the work of roa. and quite a large addi- 
tion will be built, which will contain all the ma- 
chinery.—-The New Castle Traction Co. is about to be- 
gin building a machine sh 
and A 4 


in connection with its plant, 
parties are now n ting for a large rolling mill 
at Mahoningtown. 
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READING, PA.—The Acme Bicycle Works was destroyed 
by fire March 24, causing a reported loss of about $75,000; 
insurance, $50,000. It is said that the works will be re 
built at once. 


YORK, PA.—B. F. Starr & Co., Baltimore, Md., are re- 
ported to have been awarded the contract for constructing 
the 150-bbl. flour mill of the York Milling Co 

SALISBURY, MD.—A shirt factory to cost about $40,- 
0vu0 is to be constructed at this place. Wm. H. Jacksou 
and H. J. Phillips are interested. 

WAXHAW, N. C.—Rodman & Hearst are erecting a 
5,000-spindle cotton mill at this place and work on the 
main building is now in progress. A complete equipment 
is to be purchased, but no contracts have yet been let. 

TROY, N. C.—A new cotton mill is being built at this 
place and an entire equipment of new machinery is to be 
ordBred, the contracts for which have not yet been let. 
Address the Smithsonian Cotton Mills Co., Troy. 

AMERICUS, GA.—It is reported that the Georgia & 
Alabama Ky. Co. has decided to locate its shop in thi 
place; estimated cost, $70,000. C. Gabbitt, Vice-Pres. and 
Gen. Mgr. 

AUGUSTA, GA.—Press reports state that the John P. 
King Mfg. Co., of Augusta, has given a contract for the 
erection of an addition to its mill, to cost about $500,000 
The contract calls for a 4-story brick structure 75 x 306 
ft. This will add about 20,000 new spindles. 

HARMONY GROVE, GA.—L. G. Hardman and others 
propose to erect a cotton oil mill, ete., at this place, to 
cost about $30,000. 

BIRMINGHAM, ALA.—Press reports state as follows 
The Avondale Mills Co., which is to erect a 30,000-spindle 


factory at Birmingham, was organized March 25, after 
securing $500,000 capital stock, of which Birmingham 
raised two-fifths and David Trainer, of Chester, Pa., and 
his associates the remainder. The site has been donated 


and the construction will begin at once. Another mill, to 
cost $600,000, is to be erected by New England capital at 
Cordova, where 600 acres of coal land were donated, Ex- 
cavating began to-day. The plant will be known as the 
Indian Head Mill. 


LAFAYETTE, LA.—Dr. Thos. B. Hopkins, J. J. David. 
son and Jules J. Monton are reported as interested in a 
projected compress for this city. 

CANTON, O.—It is reported that the Diamond Portland 
Cement Co., Pres., Z. W. Davis, Cleveland, O., whose 
works at Middle. Branch, O., were destroyed by fire re- 
cently, will erect a plant at Canton, with a capacity of 
200 bbis. per day. 

MENOMINEE, MICH.—It is said that Kimberly, Clark 
& Co., Neenah, Wis., will erect a paper and pulp mili at 
this place. 

DES MOINES, IA.—Local papers state that arrangements 
are being made for a beet-sugar factory in this city to turn 
out about 1,000 tons of sugar beets a day. John W. Emery, 
Des Moines, is interested. 

ST. LOUIS, MO.—The ‘‘Globe-Democrat"’ states that the 
construction of a cotton mill of about 50,000 spindles will 
be begun here this summer; estimated cost, $750,000. 

OMAHA, NEB.—The Nebraska Sugar Co. has been in- 
corporated, with a capital stock of $350,000. It is stated 
that a beet sugar factory will be built in this city at once 
G. R. Williams, Benson, Neb.; W. N. Nason, of the board 
of trade, and Euclid Martin are in‘crested. 


GAS PLANTS. 


BOSTON, MASS.—The selectmen of Brookline propose 
to make a 5-year contract for street lighting with the 
Welsbach Street Lighting Co. of America. 

IPSWICH, MASS.—Reports state that Charles W. Brown, 
Mer. Ipswich Gas Co., has made a proposition to the se- 
lectmen to light the main streets with Welsbach lamps. 
He estimates that 70 lamps will be required, and agrees 
to furnish that number for the annual payment of $1,755, 
a moontable to be followed. 

NIAGARA FALLS, N. Y.—The Adam Weber Co., New 
York, has a contract to put in two generative gas furnaces 
for the Niagara Falls Gaslight Co., thereby increasing the 
capacity of the present plant from 80,000 to 150,000 cu. ft. 
a day. 

PITTSBURG, PA.—lIt is reported that the Pittsburg II- 
luminating Co. and the Electric Gas Mfg. Co. are en- 
deavoring to obtain franchises for supplying this city with 
gas. 

ALEXANDRIA, VA.—Reports state that Peter P. Little, 
of A St., Washington, D. C., has made a proposal to fur- 
nish the city for $4,500 with a gas plant which will supply 
150,000 cu. ft. per day at a cost of 38 cts. per 1,000 ft., 
the gas to be of 22 to 24-c. p., and the saving to be $20 
per day, sufficient to pay the cost of the plant in 225 days. 

SOUTH OMAHA, NEB.—Loca! papers state that a fran- 
chise is soon to be granted to some gas company which 
expects to compete with the electric light company now 
holding the lighting contract of this city. Councilman 
Hughes is interested. 

NEBW COMPANIES.—Wilkinsburg lLlluminating Co., 
Pittsburg, Pa.; $2,000; to manufacture and supply gas for 
lighting this town; Treas., H. McFarland, Pittsburg, Pa. 

Mineral County Oil Co., Keyser, W. Va.; $100,000, com- 
mencing with $55; to bore for oil and gas and to supply 


the people with the same; N. J. Crooks, P. H. Neffien, J. 
T. Carshadon, I. C. Purget, Keyser; E. R. Grant, Mid- 
land, Md. 

Scofield Oil & Gas Co., Columbus, 0.; $12,500, com- 


mencing with $1,250; to drill for oil and gas, and to erect, 
maintain and operate a gas plant; Simons Thompkins, C. 
H. Scofield, BE. E. Giesy, L. H. Hopkins, F. 8S. Revey. 

Consumers’ Gas Co., Pittsburg, Pa.; $1,000; to manu- 
facture and supply gas within Allegheny county; Winfield 
B. Carson, George E. Shaw, Edwin W. Smith, Charles 8. 
Crawford, George B. Motheral. 


MISCELLANEOUS CONTRACTS. 


STONE CRUSHER,—Littleton, N. H.—It is said that this 
place has decided to purchase a stone crusher. 

ROAD MACHINE.—Dover, Me.—The selectmen are con- 
sidering the question of purchasing a road machine. 

ROAD MACHINE.—Hartland, Me.—At a recent town 
meeting it was voted to appropriate money for a road ma- 
chine. 

TELEPHONE EXTENSION.—Knoxville, Tenn.—The 


East Tennessee Telephone Co. has decided to extend its 
system. 


BONDS.—San Diego, Cal.—Bids are asked unti] April 13 
for the purchase of $824,000 of irrigation bonds. Geo. 
Fuller, Pres. 


STEAM SHOVELS.—Portland, Ore.—It is stated that 
Warren & Malley, 232 Montgomery St., want to buy two 
steam shovels. 


ae ae (s. Dy N. 1 are — , ae 
pi oe purchase of $202, of county r 2 
F. C. Vitt, 




























































































































































ENGINEERING NEWS. 
Sean thie no ee 


-|EXPANDED |— 


THE ACME POWDER CoO., 


MANUFACTURERS 


3 WAY 


PLOSIVES :-:c2=ee= 


Chimney Tops. 
sSuyayy OULA 


FOR INFORMATION ABOUT 


U.S, MAIL CHUTES 


WHICH ARE 


A necessity in Offi e Buildings and Hotels, 
write to the sole wakers, 


THE CUTLER MFG. CO., ROCHESTER, N.Y 
PATANTED. AUTHOoIZED. 


SANITARY DISTRICT OF 
CHICAGO. 


BIDS FOR CONSTRUCTING FOUNDA- 
TIONS FOR BEAR TRAP DAM AND 
COLLATERAL WORK. 


TO CONTRACTORS— 


Sealed bids addressed to the board of trus- 
tees of the Sanitary District of Chicago, and 
indorsed: 


“Bids for Constructing Foundations for 
Bear Trap Dam and Collateral Work’’ will be 
received by the clerk of said sanitary dis- 
trict, at room H, Rialto Building, Chicago, 
Illinois, until 12 m. (standard time) of Wed- 
nesday, April fourteenth (14th), 1897, and 
will be publicly opened by the said board of 
trustees at the regular meeting held that day, 
or at a special meeting called for that pur- 
pose. 

The work for which the said tenders are in- 
vited is the furnishing, delivering, and erect- 
ing in place, ready for continuous use, tne 
various parts of the foundations for Bear 
Trap dam and collateral work, described 
and specified in the detailed specifications fur- 
nished by the chief engineer. 

Each bid must be accompanied by a certi- 
fied check or cash to the amount of 

All certified checks must be drawn on some 
responsible bank ae business in the City 
of Chicago, and be made payable to the order 
of the clerk of the sanitary district of Chi- 
cago. Said amount of $3,000 will be held by 
the sanitary district until all of said bids 
have ‘been canvassed and the contract 
awarded and signed, the return of said check 
or cash being conditioned upon any bidder to 
whom the award of said work may be made 
appearing within ten days after notice of such 
award being given, with bondsmen, and ex- 
ecuting a contract with the sanitary district 
for the work so awarded, and giving a bond 
satisfactory to the said board of trustees for 
the fufillment of the same in the amount of 
$15,000. 

All bids must be made upon blank forms 
furnished by the sanitary district, and must 
give the price for each separate class of 
work or material called for by the specifica- 
tions. 

The bids will be compared on the basis of 
the aggregate of the lump sum bids, and of 
the prices per cubic yard for all other work. 
The quantities of such work to be done being 
estimated inside of lines on the plans marked 
“estimate line.’ 

No bid will be considered unless the party 
making it shall furnish evidence satisfactory 
to the board of trustees of his experience and 
ability in this class of work, and that he can 
control sufficient capital to enable him suc- 
cessfully to prosecute same in case the con- 
tract therefor shall be awarded to him. 

Bidders are required to state in their bids 
their individual names and places of resi- 
dence in full. 

Specifications and plans may be seen at the 
office of the chief engineer, room 522, Rialto 
building, Chicago, Illinois. 


The said board of trustees reserves the 
right to reject any and all bids. 
THE SANITARY DISTRICT OF CHICAGO, 
Attest: © THOMAS KELLY, President. 
JAMES REDDICK, Clerk. 
Chicago, Feb. 3, 1897. 10-4t 


eee eR ED 

U. Ss ENGINEER OFFICE, Nashville, 
Tenn., Feb. 17, 1897. Sealed proposals for 
the construction of LOCK AND ABUTMENT 
OF DAM No. 6, Cumberland River, will be 
received here until 12 m., April 12, 1897, and 
then publicly opened. Information furnished 
ou application. JOHN BIDDLE, Capt., Bees 


Other Proposals, Pages XXIV & XXV, 


OF EXPLOS|V 


PITTSBURG PA. 


ARTHUR KIRK & SON, 


PITTSBURG, PA. 
Powder, Dynamite, Reck Drills, Air Com- 
prescors, Rock Breakers, Safety Fuses, Elec- 
tric Batteries, Miners’ Squibs 


Columbus Uffice: $12 North High St. 


2 


Fon’ 


COL UMBUS 


SEWER PIPE GO 


COLUMBUS. OHIO. 


Quatity Unsurpassed. Write for Prices. 
Chicago Office: 616 Chamber of Commerce. 


EXTENSIBLE SEWER BRACE, 


Guaranteed to be the Safest, Most 
Economical and [ost Durable Sewer 
Brace in the Market. 


Send a postal for our latest illustrated cata- 
logue descriptive of this Brace. 
THE DUNN MPG. CO. Limited., 
Penn Building, Pittsburg, Pa. 


BRICK PAVING. 
OLEAN, N. Y. 
Sealed proposals endorsed ‘‘Proposal for 

Brick Pavement,’’ will be received by the 
Commissioners of Public Works of the City 
of Olean, N. Y., at the office of the Superin- 
tendent of Streets in the City Building, until 
three o’clock p. m.. on Thursday, the fifteenth 
day of April, 1897, for the construction of 
vitrified brick pavement on concrete founda- 
tion in Union street, from the W. N. Y. & P. 
Railway tracks northerly to the city line. 
The approximate amount of pavement to 
be laid is 10,000 square yards. Curbstone 
will also be furnished and set. Plans and 
specifications may be examined, bid blanks 
procured and further information obtained 
at the office of E. E. Allen, Superintendent 
of Streets, Olean, N. Y. 

F. L. BARTLETT, 

D. W. SHEEHAN, 

MATT. SNYDER, 


11-3t. Commissioners of Public Works. 


Notice of Reception of Competitive 
Plans and Approximate Esti- 
mates for River Bridges at 
Binghamton, N. Y. 


Notice is hereby given that the City of Bing- 
hamton, N. Y., will receive up to 7.30 p. m., 
April 12, 1897, sealed competitive plans with 
approximate estimates of cost, for bridges 
across the Chenango River at Ferry Street and 
De Forrest Street, in said city. All plans and 
estimates must be marked ‘‘Plans and Approx- 
imate Estimates for Bridges at Ferry Street 
and De Forrest Street, Binghamton, N. Y.,” 
and be addressed to Burr W. Mosher, City 
Clerk. Such plans and estimates after their 
receipt will be referred to a committee of 
three, one of whom shall be the City Engineer 
of said city, one a member of the Common 
Council, to be selected by said Council, and 
one a consulting engineer to be appointed by 
the Mayor. Said committee to examine said 
plans and estimates and report to the Council 
the plan best adapted. in their judgment, to 
meet the requirements of the situation. The 
person or company whose plan shall be se- 
lected shall receive therefor the sum of two 
hundred dollars, provided he or it shall not be 
the successful bidder for the construction of 
said bridges when bids for such construction 
shall be received and the work awarded. Data 
as to the requirements for the bridges, sur- 
roundings, etc., can be obtained by addressing 

S. E. MONROE, City Engineer, 


12-2t Binghamton, N. Y. 


METAL. 


PITTSBURGH, 
331 Weed Street. 
NEW YORK, 
350 Breadway. 


b 
CENTRAL FIREPROOFING COMPANY, : 


of Hollow Tile and Porous Terra cots FIREPRO 


Neo. 874 BROADWAY, NEW YORK. 


TNS 


clusively 


Having Contracts To Let should address 


THE T. A. GILLESPIE COMPANY, 


Pittsburg Office: Westinghouse Bldg. 
New York Office: Havemeyer Bldg. 


CONTRACTORS 


T.W. KINSER 


MUNICIPALITIES (2: 
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LIGHT Plavts, will find it to their interest to correspoud with me i LEC TRit D 


of this line. 


8. B. HALLIGAN, Suite 901, 155 LaSalle S1., 


oake 
Chicago, 
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CHARLES MILLAR & SON, Selling Agents, UTICA. N. 


Cast Lron Pipe and Specials, 
Hydrants, Gates, Pig Lead, ete. 


NATIONAL HOTEL, 
Cor. 6th St. and Pennsylvania Avenue, 
Washington, D. C. 
Under new pmenement. and entirely reno- 
vated from top to bottom. Steam heat, elec- 
tric lights and new plumbing throughout. 
Opposite Pennsylvania Depot. Special atten- 
tion paid to commercial travelers. 
Rates: American plan, $2.50 per day up. 
Euro: plan, 1.00 per day ae. 
WALTER BURTON, 0. G. STAPLES, 
Manager. Proprietor. 


BRICK PAVING. 


OFFICER BOARD PUBLIC Works. 
WAUKESHA, WI8., Marcel 10, 1897. 


Sealed proposals will be received at this 
office until Monday, April 12th, 1897, at 2 
o’clock p. m., for furnishing all the material 
and work necessary and required for curb- 
ing and paving with brick, Grand Ave., in the 
city of Waukesha, Wisconsin, according to 
the respective plans, profiles and specifica- 
tions on file in the office of the City Clerk 
of said city for the inspection of bidders. 

Signed: W. POWRIE, 

H. E. BLAIR, 
E. D. WALSH, 
11-3t Board of Public Works. 


36-IN. CAST IRON OR STEEL 


PIPE. 


OFFICE OF THE BOARD OF PUBL'C WoRKS, 
City oF DULUTH, MIXN., March 20, 1897. 


Sealed bids will be received by the Board of 
Public Works in and for the corporation of 
the City of Duluth, Minnesota, at their office 
in said city until 10 a. m., April 9, 1897, for 
furnishing and laying in trenches in said city, 
about 11,060 lineal feet of 36-in. cast-iron or 
steel water pipe with appurtenances. Speci- 
fications and information may be obtained 
upon application to said Board. W. B. Patton, 
City Engineer. 

Bids must be addressed to the Board of Pub- 
lic Works, and marked, ‘Proposals for 36-in. 
Cast-Iron Pipe,’’ or “Proposals for 36-in. 
Steel Pipe.” 

A certified check or a bond with at least two 
sureties (residents of the State of Minnesota) 
in the sum of eight thousand ($8,000) dollars, 
payable to the order of the Board of Public 
Works of the city of Duluth, must accom- 
pany each bid, said amount to be forfeited to 
the city in case the bidder to whom the 
work may be awarded fails to execute a con- 
tract. 

The said Board reserves the right to reject 
any and all bids, M. J. DAVIS, 
Official: President. 

R. MURCHISON, 


Clerk Board of Public Works. 12-2t 


AKRON SEWER PIPE. 


Lead Pipe. 
Plumber,’ Material, 


H 
Peet 


7 aad LAND ~+ 
Pv Ts Por ey 

Po" CEMENTS. 
MASONS SUPPLIES 


in 


“SLatte 


RAILWAY. 


MOBILE & OnI0 B. RB, 
To let at Birmingham, Alabama, on Apri 
5th, 1897, 100 miles of grading, bridging a 
ties, on the Mobile & Ohio Railroad extensig 
from Columbus, Mississippi, to Montgomery, 
Alabama. Preliminary profiles can be seg 
at the Engineer’s office at Columbus, Mig 
issippl. 
HANOVER CONSTRUCTION C0. 
11-3t J. W. WOOLFOLK, Pres 
TEU 


BOSTON SUBWAY. 


NOTICE TO CONTRACTORS.—City of Bo 
ton.—Boston Transit Commission.—Sealed bids 
for building Section 8%, two-track subway, 
will be received at the office of the Commission, 
20 Beacon street, till 12 o'clock M. of Wedaew- 
day, March 31, 18¥7. Each bid must be « 
companied by a certified check for the sua 
of $1,500. Section 8% is in Cornhill, from 
Adams square to near Court street, and hs 
&@ length of about 428 feet. The section isu 
a crowded street in the heart of the city,s 
street railway track traverses the territory 
= thwise and there are numerous importa 

uildings on the sides. Much of the wo 
a be done at night. The structure wi 
consist of a combination of steel and masou. 
Some of the items are estimated to be as {0 
lows: 10,500 cubic yards earth excavatiol; 
260 tons iron and steel, furnished by Com 
mission, to be set in place; 2,700 cubic yards 
concrete and brick masonry. Plans can & 
seen and specifications and forms of contract 
can be obtained at the office. A bond will 
required in a sum of 20 per cent. of te 
amount. The Commission reserves the righ 
to reject any and all bids, and to award te 
contract as it deems for the best interest of 
the city of Boston. GEORGE G. CROCKER 
Chairman; CHARLES H. DALTON, THOMAS 
J. GARGAN, GEORGE F. SWAIN, HORACE 
G. ALLEN, Boston Transit Commissids, 
HOWARD A. CARSON, Chief Engineer, 8 
LEIGHTON BRAL, Secretary. ot 


ENGINEER OFFICE, Oswego, \.1, 
Mares 28, 1897.—Sealed proposals for D 
ING at Little Sodus Bay Harbor, N. Y., s 
be received here until noon, April 20, = 
and then publicly opened. _ Information 
nished upon appliation. W. S. STA) _ 
Major Engrs. 


Other Proposals, Pages XXIV & II! 


Covering 24 acres, 600 feet front on the Delawatt 
River ; three miles from City Hall, Philadelphia 
one and a half miles from League Island Navy 


FOR SALE 
™ Gloucester lron Works Yard. | Fine wharf and best R.R. connections 
Location for manufacturing purposes unexcelled. 


. B. CHEW, Sec’y, 318 Bourse Building, Philadelphia, Pa. 
In Writing to Advertisers Kindly Refer to Your Having Seen the Notice in Engineering News. 


Address D. 
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LEVEE.—Pueblo, Colo.—It is stated that the county 
commissioners have decided to build a levee 1,500 ft. long 
at Francisco St. 

BONDS.—Albany, N. Y.—Bids are asked until April 20 
for the purchase of $3,000,000 of gold canal bonds. James 
A. Roberts, Controller. 

BONDS.—Jacksonville, Fla.—Bids are asked until May 3 
for the purchase of $75,000 of 6% county bonds. E. F. 
Crook, Judge of Probate. 

DREDGING.—Baltimore, Md.—Bids are asked until April 
> for about 100,000 cu. yds. of dredging. Alcaeus Hooper, 
Mayor and Pres. Harbor Bd. 

FIKE HOSE.—Brooklyn, N. Y.—Bids are asked until 
April 5 for the purchase of 25,000 ft. of fire hose. W. ©. 
Bryant, Comr. Dept, of Fire. Fs 

BONDS.—Berkeley, Va.—Bids are asked until April 15 
for the purchase of $25,000 of 5% 30-year bonds. John 
Whetstone, Chn. Finance Com. 

STEAM ROLLER.—Springfield, Mass.—The_ superin- 
tendent of streets will probably soon ask for bids for the 
purchase of a new steam road roller. 

TUNNEL,—Telluride, Colo.—The Columbia-Menona M. 
& M. Co. is reported to have begun the construction of a 
drainage tunnel 1,400 ft. in length. 

PARK.—Wilmington, Del.—The park commissioners 
have petitioned the legislature to authorize this city to 
issue $300,000 in bonds for park purposes. 

BULKHEAD, ETC.—Philadelphia, Pa.—The councils 
have voted to construct a bulkhead for widening Dela- 
ware Ave., between Vine and South Sts. 

BOILER, ETC.—New York, N. Y.—Bids are asked un- 
til April 7 for furnishing a new boiler and pumping ap- 
paratus, etc. James R, Sheffield, Fire Comr. 

DREDGE.—Sacramento, Cal.—The governor has signed 
the bill appropriating $300,000 for the purchase of a 
dredge for the improvement of the Sacramento River. 

FIRE ALARM SYSTEM,—Carthage, O0.—The people of 
this place will soon vote on the question of issuing $2,500 
in bonds for putting in an electric fire alarm system. 

TELEPHONE SYSTEM.—West Hoboken, N. J.—The 
council has passed an ordinance granting the Hudson Tel- 
ephone Co. permission to construct its lines in this city. 

TELEPHONE SYSTEM.—Flint, Mich.—Frank B. John- 
son and Geo. A. Cockburn, of Lansing, Mich., have been 
granted permission to extend their system to this place. 

DREDGING.—Lynn, Mass.—Bids are asked antil April 
19 for dredging in Lynn Harbor, as stated in our adver- 
tising columns. Lt.-Col. S. M. Mansfield, U. S. Engr., 
Boston, 

WHARF.—Berkley, Va.—Chas. Bliven, Berkley, is re- 
ported to have been awarded the contract for construct- 
ing @ wharf and warehouse in this city for the American 
Pipe Mfg. Co. 

DOCK EXTENSIONS.—New Haven, Conn.—The war de- 
partment has authorized the extension of the docks in 
this city. The New Haven Steamboat Co. will extend its 
dock at once, according to reports. 

STEAMERS.—Seattle, Wash.—C. J. Smith, Receiver and 
Gen. Mgr. Oregon Improvement Co., has recommended the 
purchase of two new steamers, to cost about $400,000. 
Ch. Engr., H. L. Hawkins, Seattle. 

TELEPHONE LINE.—Lake Charles, La.—It is stated 
that the Southwestern Telegraph & Telephone Co., New 
Orleans, will extend its lines to this place, Crowley, Jen- 
nings and other towns in the state. 

TELEPHONE EXTENSION.—New Albany, Ind.—The 
county commissioners have granted the Ohio Valley Tele- 
phone Co. permission to extend its system to Mooresville 
Galena, Edwardsville and other places. ; 

TUNNEL.—Denver, Colo.—State Senator Gallagh 
introduced a bill in the legislature asking for a oie 
priation of $1,000 for a survey for a tunnel through the 
Snowy Range, commencing near Ute Peak. 

ROAD ROLLER AND STONE CRUSHER.—Gr Bar- 
rington, Mass.—At a town meeting, March 22, it careems 
to appropriate $1,800 for a steam road roller and $1,200 
for a stone crusher. John B. Chadwick, Selectman. — 

POWDER.—Philadelphia, Pa.—Bids are asked 
April 23 for the purchase of 40,000 Ibs. of smokeless — 
der, to be delivered to the Frankford Arsenal. Brig.- 
Gen. D. W. Flagler, Ch. Ordnance, Washington, D. C. 

PIER EXTENSION.—South Haven, Mich.—Bid 
asked until April 27 for pier extension at this anaes a 
stated in our advertising columns. Capt. C. McD. Town- 
send, U. 8. Engrs., 136 Island St., Grand Rapids, Mich. 

TELEPHONE SYSTEM.—Woodstock, Va.—It is stated 
that the Shenandoah County Telephone Co. will extend its 
lines to Strasburg and other places in the county and 
vicinity. Pres., Col. J. C. Baker; Secy. and Treas. J. H. 
Grabili. - ; 

SURF BOATS.—Washington, D. C.—Bids are ask - 
til April 16 for constructing 12 ease bishotian one. 
ate ee Sn ae _— ae for the Monmouth Beach 

ving on, N. J. ei, 
Wahieane I. Kimball, Gen. Supt., 

CONDUITS.—St. Louis, Mo.—The board of public im- 
provements will probably soon issue permits conduits 
Lage ee he aninctn Co., the Missouri 

er ., the ectric Li; 
Co. and other firms. Lage tots tee 

DREDGING, ETC.—Oswego, N. Y.—Bids ar 

; : . » N. Y¥. e asked un- 
tii April 20 for dredging at Little Sodus Bay Harbor 
also for excavating rock and for dredging at Oswego 
Harbor; as stated in our advertising columns. Maj. W. 
8. Stanton, U. 8. Engrs., Oswego. 

IMPROVEMENT BONDS.—Arverne (L. 1.), N. Y¥.—Bids 
pe asked until April 3 for the purchase of 45,000 of 5% 
o —_ a s. Pie eae = «A a improve- 

or dredging Ams anal, J “ 

ae Pres.; A, E. Karelsen, Clk. — 

ON AND STEEL.—High Bridge, Ky.—Bids are asked 

Tae May 1 for furnishing and delivering at this place 

ie 20 Ibs. of iron and steel for improving Kentucky 

F ver, as stated in our advertising columns. Maj. Jes. 
Gregory, U. S. Engrs., Cincinnati, O. 


TUNNEL.—Glencoe, Ky.—Reports state that Bennett 
& Talbott, of Greensbur, , Pa., have been awarded the con- 
Bang for building a ft. tunnel at this place on the 

altimore & Ohio R. R. Co. and masonry for three rail- 
way bridges. The contract price is $150,000. 


ROAD ROLLER.—Long Island City, N. Y.—It is stated 
that the county commissioners are about to rent two 
steam road rollers. It is probable that later in the sea- 


DRY DOCK.—Philadel hia, Pa.—Bills are 
House providing for a dock at the agg 


rare, a la, and one at the Boston 
total aor te appropriation and $700,000 the 


ENGINEERING NEWS. 


STONE CRUSHER.—Melrose, Mass.—S. H. Buttrick is 
reported as making arrangements for the purchase of @ 
stone crusher, for which $8,000 was appropriated March 18. 

EXTENDING DOCKS, ETC.—Erie, Pa.—Press reports 
state that the extension of the Carnegie docks will cali for 
an outlay of $30,000. The Hanna dock will also receive 
some attention. Both docks will be provided with the 
latest machinery for loading and unloading boats and cars. 

STEEL PLATE CHIMNEY.—Erie, Pa,—Bids are asked 
until April 10 for the construction of a self-sustaining 


“steel plate chimney, 75 ins. internal diameter and 175 ft. 


high, together with foundation for the same, as stated in 
our advertising columns. Wm. Himrod, Secy. Water- 
Wks. Comrs. 


PIER REPAIRS.—New York, N. ¥.—Bids are asked by 
the department of docks until April 9 for repairing the 
piers at 35th St., North River, and at 28th St., East River. 
The work will include about 430,000 ft., B. M,., of pine 
and oak timber, 35 piles and 55,000 Ibs. of bolts, nuts, 
nails, etc. Geo. S. Terry, Secy., Pier A. 


STEEL RAILS.—Japan.—lIt is stated that the order for 
10,000 tons of steel rails for the Japanese Government, on 
which many of the mills have recently quoted, will 
probably not be placed until April 15. 5S. Uchido, Consul, 
Bennett Bidg., Nassau and Fulton Sts., New York, N. Y., 
can probably give information. 

CANAL WORK.—Ottawa, Ont.—Bids are asked until 
April 10 for improving the North Channel, situated be- 
tween the Galops Canal and Prescott; check, $75,000; 
and until April 17 for enlarging the Galops Canal (two 
contracts); checks $100,000 and $150,000. J. H. Balder- 
son, Secy. Dept. Rys. and Canals, Ottawa. 

CON DUITS.—Allegheny, Pa.—The Central District Print- 
ing & Telegraph Co. will probably soon continue the lay- 
ing of conduits for its wires in this city. This is raid to 
be the first company to comply with the ordinance re- 
cently passed authorizing the telephone and telegraph com- 
panies of this city to put their wires under ground, 

DAM.—Minneapolis, Minn.—Local papers state that plans 
will soon be completed for the proposed dam and lock on 
the Mississippi River below the short-line bridge, and that 
bids will be asked and the contract awarded about Aug. 1. 
The work will include about 20,000 cu. yds. of masonry. 
Address J. D. Du Shane, U. S. Engr., Army Blidg., St. 
Paul, Minn. 

LEVEE WORK.—New Orleans, La.—The levee board has 
decided to ask for bids for digging the Jordan Ave. canal. 
It will be about 6,300 ft. long, 40 ft. wide at the top, 7 
ft. wide on the bottom and 11 ft. deep. It will involve 
the displacement of about 60,000 cu. ft. of earth, and take 
about 20,000 ft. of lumber for the box drains. It will cost 
about $13,000. 

SUBURBAN IMPROVEMENTS.—Oakiawn,  Iil.—The 
Campbell Investment Co., Chicago, will soon make im- 
provements at this place, to include the construction of 
an artificial lake 1,700 ft. long, macadam roads 40 ft. 
wide, dredging, putting in arc and incandescent light 


Bids Received March 17 for Repairing 
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William Brownrigg, Manistee, Mich.. .$1.00 $0.28 $35.00 
George Cooper, Manitowoc, Wis....... 1.00 .29 36.00 


Creen & Anderson, Green Bay, Wis. .. 2.80 .28 45.00 
wove & West, Muskegon, Mich. ...... 2.50 35 35.00 
Eslow & Munroe, Charlevoix, Mich... 3.00  .35 35.00 
William MclIvor, Marseilles, Ill....... 2.10  .31% 40.75 
Nelson J. Gaylord, Ludington, Mich... 2.50 40 40.00 
A. J. Dupuis & Wm. M. Blay, Detroit. 3.10 .30 37.00 
Luther E. Allen, Detroit, Mich. ..... 4.00 .30 35.00 
Jos. A. Beauvais, Charlevoix, Mich. .. 5.50 .45 40.00 
G. 8. Germain & P. Scott,Port Huron 5.00.65 45.00 


plant, water-works system, with water supply to be 
pumped from artesian well 2,000 ft. deep to stand-pipe, 
etc.; total estimated cost, $65,000. The contract for grad- 
ing has been awarded to the Brownell Improvement Co., 
Chicago. Col. J. Q. Baird, Room 40, 155 Washington St., 
Chicago, is the engineer in charge of the improvements. 
GRADING, FILLING, ETC.—Brockton, Mass.—The Ly- 
man Clark property has been purchased by a number of 
citizens, who have formed the Brockton Real Estate Trust. 
The company will erect 30 residences at a cost of from 
$4,000 to $9,500 each. The property covers about 200,000 
sq. ft. of land, and of this amount 60,000 sq. ft. will be 
used for streets. The cost of perfecting the undertaking, 
erecting the houses, making improvements on the property 
and opening up streets has been estimated at about $215,- 
000. Edward P, Adams, Landscape Arch. and Engr., 53 
State St., Boston, has completed plans. Chas. D. Wain- 
wright, 54 Devonshire St., Boston, is also interested. 


CONTRACT PRICES. 


GRADING AND BRICK PAVING.—St. Charles, Mo.— 
Geo. L. Anderson, Cy. Engr., writes us that the following 
bids were opened March 20 for grading and paving, as 
advertised in Engineering News: 


Removing Removing 
macadam. earth. 
Grading. 500 sq. yds. 6,100 cu. yds. 
Dugan & Eisner, St. Charles...... $2.47% $0.4816 
*James Short, St. Charles........ 1.65 24 
Cc. F. Degenhardt, Alton, Ill..... 1.50 .38 
J. F. Bretz & Son, Springfield, Ill. 2.00 .28 
Golike & Rush, Alton, I 2.00 34 
Cc. D. Budd, St. Louis 1.49 20 





Brick paving on 6-in. concrete, with new curbing; 5,000 
front ft. 
Brick, per ft. front. 


Moberly. Galestary. 
Co Py IONS oi... 60k vo coeetcses $3.09 $3.25 
Kansas & Missouri Construction Co.... 3.10 3.30 
So, Pre DEAR Me. BOR... «pc cenccccccvvcces 8.21 3.49 
Cc. D. Budd (awarded contract)......... 3.05 3.20 


PAVING.—York, Pa.—The contracts for 80,000 sq. yds. 
of paving, as advertised in Engineering News, have been 
awarded as follows: J. U. Fritchey, Lancaster, Pa., $2.60 
for Mack and Hallwood blocks (bid $2.53 on asphalt and 
os on asphalt blocks); Ward & Stucker, Harrisburg. 

60 for Guise vitrified brick; Odenwalt & Hubert, York, 
$2.62 for Clearfield brick. The Pennsylvania Asphalt Co., 
eee aga bid $2.75 for sheet asphalt; Edw. M. Ayers, 
Zanesville, O., $2.63 for paepesele or Hallwood blocks, 
$3.47 for sheet asphalt, for It blocks; Barber 
Asphalt Paving Co., New York, $2.50 for sheet asphalt; 
Alcatraz Paving Co., Philadelphia, $2.75 for sheet asphalt. 
R. C. Boeckel, Cik.; J. G. Durbin, Cy. Engr. 
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STREET SUPPLIES.—New Bedford, Conn.—The follow- 
ing contracts have been awarded for street supplies, as ad 
vertised in Engineering-News: Robertson & Havey, West 
Sullivan, Me., 20,000 ft. of curbing, 32% cts.; 1,000 ft 
of cross walks, 48 cts. S. S. Paine & Bro., New Bedford 
50,000 paving blocks, 21 to yard, $47.50. Chas. 8S. Pais 
ler, New Bedford, sewer pipe, 78% discount. 8S. S. Paine 
& Bro., 1,000 bbls. cement, SY cts., delivered; Taunton 
brick, $8.05 per 1,000; Fisher's Island brick, $7.25 and 
$8.15. Acushuet Iron Co., New Bedford, iron castings 
1% cts. a lb. The Fairhaven Iron Foundry bid 1%, cts., 
and the New Bedford Foundry & Machine Co., 4 cts 

SEWER PIPE.—Austin, Tex.—-The county commission 
ers opened the following bids March 13 for a quantity of 
sewer pipe: George A. Brush, 15-in., 38 cts. a ft.; 1S-in., 
06 cts.; 20-in., 6S% cts.; 24-in., 97 cts. Double strength 
pipe, 15-in., 42 cts.; 18-in., 62 cts.; 20-in., 80 cts.; 24- 
in., $1.27. C. A. Newning (awarded contract), 15-in., 36 
cts.; 18-in., 54 ots.; 20-in., 74 cts.; 24-in., $1.09. Martin 
Bros., 15-in., 42 cts.; 18-in., 60 cts.; 20-in., 75 cts.; 24 
in.. $1.12; cement pipe, 15-in., 40 cts.; 1S-in., 55 cts.; 
20-in., 65 cts.; 24-in., 90 cts. 

PIPE SEWER.—Racine, Wis.—The contract for con- 
structing a sewer in Hamilton St. was awarded March 1% 
to Wm. J. Higgie & Co., at $6,637, as follows: 15-in., 9% 
ets.; 18-in., $1; 21-in., $1.20; 24-in., $1.40; 30-in., $2.95; 
$2-in., $2.95; manholes, $30; flush tanks, $85. The other 
bids were: Hans C. Hanson, $1.25, $1.00, $1.25, $1.55, 
$2.84, $2.84%, $29 and $50, respectively; total, $6,750. 
Herman Hahense, $1.06, $1.27, $1.42, $1.52, $2.58, $3.04, 
$24, $95; $6,976. George E. Zimmerman, 5 cts., $1.05, 
$1.15, $1.25, $3, $3.20, $24, $75; $6,043. P. B. Johnson, 
90 cts., $1.10, $1.40, $1.70, $3, $3.10, $32, $70; $7,147. 
N. F. Reichert Co., $1, $1, $1.20, $1.40, $3, $3, $30, $50; 
$6,886. J. Cape & Son, $1.25, $1.35, $1.45, $1.50, $3, $3, 
$30, $50; $7,159. Fred Nelson, $1.25, $1.25, $1.75, $1.75, 
$3.35, $3.40, $40, $80; $8,053. R. R. Birdsall, $1, $1, 
$1.20, $1.40, $2.88, $2.94, $30, $60; $6,684. 

ASPHALT PAVING.—Brooklyn, N. Y¥.—The lowest bid 
received recently for paving a number of streets in Ward 
19 with asphalt were submitted by Cranford Bros., at 
$1.07 a sq. yd. The amounts of the contracts are as fol- 
lows: Hewes St., from Bedford to Marcy Aves., $7,532, or 
with concrete foundation, $8,780; Penn St., from Marcy 
Ave. to Harrison Ave., $5,790; Koss St., from Lee to 
Marcy Ave., $6,461; Throop Ave., from Greene to Stuy- 
vesant, $19,755; Market St., from Jamaica to Atlantic 
Ave., $28,285. 

CAST-IRON PIPE.—Toledo, O.—A contract for 25 tons 
of 4-in., 600 tons of 6-in., 150 tons of 8-in., 200 tons of 
12-in., and 25 tons of 30-in. water pipe has been awarded 
to the Addyston Pipe & Steel Co., at $15.25 a ton; special 
castings, 1% cts. a lb. for ordinary, and 2 cts. for flange 
pipe. Local papers state that last year similar pipe cost 
the city $18.35 a ton. : 

PIER WORK.—Grand Rapids, Mich.—Capt. C. McD. 
Townsend, U. 8. Engrs., received the following bids March 
17 for repairing government piers at Ludington, Mich. 


Jovernment Piers at Ludington, Mich. 
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25.00 a AB 08 03 08 11,953 
26.00 08 OBIE 04 O38 05 13,935 
32.00 09 10 08 10 .08 18,895 





WATER MAIN.—Duluth, Minn.—The following bids 
were received March 22 for furnishing and laying 11,600 
ft. of 10-in. cast-iron pipe as a rider to 42-in. force main, 
and 60 ft. of 6-in. pipe, with special castings: 


10-in. 6-in Specials. Total. 
King & Steele, Duluth..$1.25 $0.60 1.08% $14,536 
E. Engle, Duluth ...... 96 65 0845 11,175 
J. Schlemms & Osman.. 1.19 ; 04% 13,804 
Halvorsen Youngreen & ; 
Co., Minneapolis .... 1.05 old See 12,204 
J. A. Burke, = 93% oO .08 10,876 
P. McDonnell, Duluth.. 1.20 - 08 13,956 


PIER EXTENSION.—Duluth, Minn.—Maj. Clinton B. 
Sears, U. S. Engrs., received the following bids March 15 
for pier extension at Grand Marais, Mich., as advertised 
in Engineering News: (1) being prices per lin. ft. for pler 
extension, to include the mattress and stone foundation, 
ete., 250 to 300 lin. ft.; (2) price per cord for stone for 
extra riprap in place, 80 cords: 


1. 2 
Eslow & Munroe, Charlevoix, Mich......... $59.67 $12.50 
Joseph A. Beauvais, Charlevoix, Mich...... 78.50 16.00 
Heldmaier & Neu, Chicago, Ill. ............ 54.77 ~ 7.80 
Green & Anderson Green Bay, Wis. ........ 67.80 12.00 
A. McCurdy,Duluth, & W.McCurdy,Houghton 53.50 6.0%) 
A. J. Dupuis & Wm. M. Biay, Detroit...... 63.90 39.25 
Lipsett & Gregg, Sault Ste. Marie, Mich.... 85.5%) 13.75 
Powell & Mitchell. Marquette, Mich......... 55.75 12.67 
Geo. Cooper, Manitowoc, Wis.............+.- 57.00 9.00 
A. & D. Sang, Duluth, Minn. ............. 49.98 8.00 


STONE FOR LOCK.—Nashville, Tenn.—Capt. John Bid- 
dle, U. S. Engrs., writes us that the following bid was 
received March 10 for supplying stone for building lock 
No. 5 on Cumberland River: G. W. Walker, Lithonia, 
Ga.—For Lock,—Sills, 108 cu. yds. $36.06; hollow quoins, 
102 cu. yds., $52.06; s al stones, 173 cu. yds., $53.05; 
coping, 386 cu. yds., $41.00; inted face, 2.077 cu. yds., 
$36.57; squared faced rubble, 1,100 cu. yds., $28.00; back- 
ing, 2,800 cu. yds., $24.00; for abutments—square faced 
rubble, 344 cu. yds., $26.00; backing, 950 cu. ‘yds., $23.00. 
Total, $238,958. Under instructions from the War De- 
partment, this pocneess was rejected “as being excessive,” 
viewed from the standpoint of the requirements of the 
government and the needs of the work. However, it will 
be noticed, that the bidder in Heu of li tone offered 
granite to be furnished from or near Lithonia,Ga.. under a 
very heavy item of expense for transportation and hand- 
ling. The character of the stone and base of supply nec- 
essarily greatly increased the cost of the stone. 

WATER-WORKS.—Giiman, I1l.—A. D. Thompson, Engr., 
Peoria, has sent us a statement of the bids received March 
16 for constructing water-works, as advertised in - 
e contracts were awarded as follows: 


necring News. 
& Hobson, Harvey, Iil.—Brick tower, 64 ft. high 
aa betlem outside diameter of 14 ft. and outside diam- 





Sewer Inlet 
The simplest, strongest, most 


durable and cheapest Sewer 
Brace on the market. 


the simplest and most 
practical Sewer Inlet 
made. 


Steel Screw Sewer Jacks, with Swivel Head. 
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Street and Sewer 
Castings made any 
style. 


Send blue prints for 


estimates. 


THE SOUTH BEND FOUNDRY CO., South Bend, Ind. 


KALAMAZOO FOUNDRY AND MACHINE CO., Kalamazoo, Mich. 


THE ONLY BRACE MADE WITH STEEL SCREW. 


W. F. MORSE & CO. 


56-58 PINE STREET, 
NEW YORK CITY, 


Engineers and Contractors for Waste Disposal 


and Disinfecting Apparatus 


Representing THE ENGLE SANITARY & CREMATION CO., Des Moines, Iowa. 
The Engle Garbage Cremators, School Fire Closets, The Engle Hospital Furnaces, 


Mortuary Furnaces. 
Designs, 8 
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Makes clean sweep of two acres at sitting, 
Pulls an ordinary Grub in 119 minutes. 
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TESTING 
MACHINE 


For showing Trans- 
verse strength of 
Foundry Test Bars. 
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Steam and Formalin Gas Disinfecting Machinery. 
vifications, Estimates and Construction for Every Class of Sanitary Engineering Work. 


ND STUMP MACHINE 


Is a MONEY SAVER for CONTRACTORS 
and ENGINEERS having Right-of-Ways and 
Reservoir Sites to clear, and Levee and Dike 
Nontracts. 


90 page Catalogue free on application. 
Works on either standing Timber or Stumps 


MILNE MFG. CO., 2¢7 Eighth st., 


Monmouth, Il. 


Everybody interest- 
ed, please send for 
descriptive circu- 
lar, 


Flas 
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rev vee 


D. R. SPERRY 
& C0. 


BATAVIA, ILL. 


WESTERN ROCK CRUSHER, 


Simplest in Construction. BEST. 


We also Manufacture: 


ts, Drag Scrapers, Plows, Dum 


Dump agons, Road Graders, Wheel- 


barrows, Elevating Grader, Litcher aud Wagon 
Loader, and kinds of Contractors’ Supplies. 


Send for our 56-page Catalogue 


Valuable for 


reference. 


SEWERS. 
WILKES BARRE, Pa. 

Sealed proposals will be received at the 
City Clerk's office, Wilkes Barre, Pa., until 
Friday, the 23d day of April, 1897, at 12 
o’clock noon, for furnishing and completing 
sewers in the City of Wilkes Barre, as fol- 
lows: 

One-half mile of five feet by three feet four 
inches, egg-shaped brick sewer. 

Five miles of terra cotta pipe sewer, includ- 
ing vitrified pipe necessary for the work. 

Proposals to be endorsed, ‘‘Proposals for 
Sewer Construction,’’ or ‘‘Proposais for Sew- 
er Pipe,”’ as the case may be, and addressed 
to Frank Deitrick, City Clerk. 

Certified checks will be required to be fur- 
nished with each proposal. 

The committee reserve the right to reject 
any and all bids, and to award the whole or 
part of the work to parties bidding for the 
whole work. 

Detailed information will be given upon ap- 
plication at this office. 

. FRANK DEITRICK, 
13-2t City Clerk. 


PUBLIC HEARING.—There will be a pub- 
lic hearing by New York Harbor Line Board, 
11 a. m., April 22, 1897, in Armory Build- 
ing, 39 Whitehall St., New York, on applica- 
tions of New Jersey Riparian Commissioners, 
the N. Y. & N. J. Bridge Co., and New 
York Dock Department, for CHANGES IN 
ESTABLISHED RIVER HARBOR LINES on 
both shores of North River, the New York 
part being that below 30th St. HENRY M. 
ROBERT, Col. Corps. Engrs., President of 
Board. 13-3t 


U. 8. ENGINEER OFFICE, Cincinnati, 0O., 
April 1, 1897.—Sealed proposals for furnish- 
ing and delivering at High Bridge, Ky., about 
77,820 pounds IRON*AND STEEL for improv- 
ing Kentucky River, Ky., will be received 
here until 12 noon, May 1, 1897, and then 
publicly opened. Specifications furnished on 
application. JAS. F. GREGORY, Major 
Engrs. -8t 


For Other Proposals see Page XXVI. 


Western Wheeled Scraper Co. 


AURORA, ILL. 


TUBE WELL PLANT. 
OFFICE OF THE ? 
BOARD OF WATER COMMISSIONERS, > 
MANOR Hatt, YONKERS, N. Y., Mar. 24, 1897. 5 

Sealed proposals will be received by the 
Board of Water Commissioners of the city of 
Yonkers for entering into a contract for the 
construction of a ‘“‘Tube Well Plant,’”’ in the 
city of Yonkers, for the Yonkers Water-Works, 
and doing work in connection therewith. 

The well plant to supply from one to two 
million gallons of water daily, for which 
specifications and forms of proposal can be ob- 
tained at the office of the Board. 

Plans showing size of pipes, receiver, form 
of connections, and general details of pro- 
posed plant, must accompany proposals. A 
specimen screen, and a statement of driven 
well work done, must also be submitted with 
each proposal. 

Each proposal must be on blanks furnished, 
sealed, addressed to the Board of Water Com- 
missioners of the city of Yonkers, endorsed 
‘Proposals for a Tube Well Plant,’’ and must 
be accompanied by the written consent of two 
sureties to become guarantors of the faithful 
performance of the contract, or by a satisfac- 
tory bond in the sum of $10,000 as such guar- 
antee. 

A certified check to the order of the Board 
of Water Commissioners for $1,000 must ac- 
company each proposal, to guarantee that if 
any proposal shall be accepted by the Board, 
the contract will be entered into within ten 
days from the date of notification to execute 
said contract. 

All proposals must be filed at the office of 
the Board on or before Wednesday, the 14th 
day of April, 1897, at 8 o’clock p. m., at 
which time and place the Board will meet to 
receive and open such proposals. 

The Board of Water Commissioners reserve 
the right to reject any and all proposals, 

By order of the Board. 

WM. H. DOTY, President. 

JOS. A. LOCKWOOD, Clerk. 13-2t 


J.N. Du Barry, Jr., & Co. 


Harrison Building, Philadelphia, Pa. 
RAILWAY 8UPPLIES, 
CONTRACTOR®S’ SUPPLIES, 
CEMENTS. 


J. N. Du Barry, Jr., & Co. 


Builders’ Exchange, Baltimore, Md. 
CEMENTS, 

BUILDERS’ MATERIALS, 
HARDWOOD and SLATE MANTEIS. 
SEWER PIPE. 

Agents or Stirling Boilers, 
Meissner Stoker, 
Pedrick & Ayer Uo. 


“BLASTING CAPS.” 
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RHENISH WESTPHALIAN ha 
EXPLOSIVES COMPANY, LIMd. New York, 
COLOGNE ~* 


FLEXIBLE JOINTS 


FOR WATER PIPES, FOR GAS, OIL, COM- 
PRESSED AIR, ETI. 


Strongest, Cheapest, Easiest to Use. 
Contracts taken for Submerged Pipe Laying. 
Correspondence Solicited. 
A. L. HOLMES, 
Grand Rapids, Mich. 


WATER MAINS. 


OFFICE OF THE ? 
BOARD OF PUBLIC WORKS, 

CITY OF DULUTH, MINN., March 23, 1897.9 

Sealed bids will be received by the Board of 
Public Works in and for the corporation of 
the City of Duluth, Minn., at their office in 
said city, until 10 a. m., April 16, 1897, for 
furnishing and laying about 3,249 lineal feet 
of cast iron water pipe and special castings, 
ranging from 6 inches to 30 inchesin diameter. 
Suecifications and information may be ob- 
tained upon application to said board. 

Bids must be -addressed to the Board of 
Public Works and marked ‘Proposals for 
Cast Iron Pipe and Specials.” 

A certified check in the sum of six hun- 
dred (600) dollars, payable to the order of the 
Board of Public Works of the City of Duluth, 
or a bond for the same amount, with at least 
two sureties (residents of the State of Min- 
nesota), must accompany each bid, said 
amount to be forfeited to said city in case 
the bidder to whom the work may be award- 
ed fails to execute a contract. 

The said board reserves the right to reject 
any and all bids. 


FR. 
SCHROEDER 


Sole Avent 
for the 
U.8.A., 


D. A. REED, President. 
R. MURCHISON, 
Clerk Board of Public Works. 


WATER PIPE. 


WATER DEPARTMENT, 
NEWARK, N. J., March 26, 1897. 
Sealed proposals will be received between 
3:30 and 4 o’clock p. m., and opened at the 
last named hour on Thursday, April 8, 1897, 
at a public meeting of the Board of Street and 
Water Commissioners, 128 Halsey St., New- 
ark, N. J., for the following coated cast iron 
water pipe and specials: 


650 gross tons of pipe from 4 to 10 inches. 
382 gross tons of pipe from 12 to 20 inches 
100,000 pounds specials from 4 to 20 inches. 


All f. 0. b. cars Newark, N. J., according to 
specifications, which will be furnished upon 
application to the undersigned. 

Said proposals must be accompanied by the 
consent in writing of two sureties (or Surety 
Company) who qualify as to their responsi- 
bilities in the amount of the proposal and 
agree to become sureties for the faithful per- 


Official: 
13-1t 


formance of the contract if awared. By di-. 


rection of the Board. 
MORRIS R. SHERRERD, 
Engr. Dept. Water. 


For Other Proposals See Page XXVI. 
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CHAPMAN 
DERRICKAND WReEck. 


ING Co. 

27 William 8t., New York. 
EXPERIENCED DIV\j ics 
For Laying and Repairing 
Pipe Under Water, 


Submarine Examinatisns, 


Office open day and niv\\t. 
Two long distance telep); nes, 
Broad, 1831 and 15:2 


Ecce cece ces ceecosooonses 
NONPAREIL 


Cork Pipe Covering. 


HIGHEST EFFICIENCY. 


Not affected by any steam-heated «yr 
face, water, dampness, frost, concis-ion 
nor vibration. 


VERY TOUGH: 


HOLDS ITS FORM. 
POWER SPECIALTY Co, 
[eoweny 126 Liberty St.,N. y. 


MUELLER 
TAPPING MACHINES 


LEAD ALL OTHERS. 


Strongest and most durable. 
Give one a thirty-day trial. 


Manufactured only by 


H. MUELLER MFG. CO. 


DECATUR, ILL. 


Se 

Proposals four Steam and Electric Ma- 
chinery, Buildings, Pole Line, Ete.. 
for a Municipal Lighting Plant for 
the City of Des Moines, Iowa. 


Sealed proposals will be received at the of- 
fice of the Board of Public Works of the 
City of Des Moines, at the city hall, until 10 
o'clock a. m. of April 21, 1897, for furnish- 
ing all the labor and materials for the con- 
struction of the necessary buildings, boilers, 
engines, dynamos, lamps, pole line, etc., for 
a complete electric lighting plant for said 
city, in accordance with plans and specifi- 
cations now on file with the Board of Public 
Works, and with Frank B. Rae Engineering 
Co., 134 Monroe St., Chicago, Ill.; said speci- 
fications are divided into sub-divisions, and 
proposals must be submitted upon all! appar- 
atus, material and labor required under each 
division separately, as follows: 

Buildings, stack, intake from well, boilers, 
furnaces for boilers, engines, condenser, 
pumps, heater, steam and water separator, 
piping, valves, etc.; 6 constant current dyna- 
mos, 48 to 50 K-W., series arc lamps, 510 
lamps for street service, incandescent dyna- 
mo, 75 K-W. A. C. single phase, switchboard, 
transformers, pole line and circuits, 55 iron 
towers. 

No bid will be received or considered 
which does not give separate bids for each 
one of the above sub-divisions. ll bids 
must be addressed “‘Board of Public Works, 
Des Moines, Iowa,’’ and endorsed on the out- 
side of the envelope, “Bids for Electric 
Lighting Plant,’’ and the division of the 
specifications for which the proposal is 
made. 

Each bidder must deposit with his bid @ 
certified check drawn on a Des Moines bank 
equal to 5% of the amount of his bid, and 
give the usual bond if successful. 

The right is expressly reserved to reject 
any or all proposals and to waive any irreg- 
ularity in the proposals. 

Notice is hereby given to all bidders that 
no contract can be executed which will be 
valid until a proposition to erect an electric 
light plant has been submitted to a vote of 
the people of the city of Des Moines and fa- 
vorably acted upon. 


——[S=a 


<== 


Cc. D. BOARDMAN, 


GEO. C. SIM 
Board of Public 


March 20, 1897. 


8s, 
Works. 


Des Moines, Ia., 18-3t 


In Writing to Advertisers Kindly Refer to Your Having Seen the Notice in Engineering News. 


. 
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at of 12 ft. 7 ims., $1,523; steel tank, with flat 
eter om, ie ft. im diameter and 40 ft. high, $1,378; brick 
ump house, $1,258; brick chimney, 60 ft. high and 2% 
. scuare inside measurement, $615; brick reservoir, 30 
ft. in diameter, and 12 ft. deep, with 12-in. wall, $645. 
Chandler-Taylor Co., Indianapolis, one 60-HP. boiler, one 
feed water heater, one feed pump and one 500,000-galion 
Laidiaw-Dunn-Gordon pump, with 8 x 12 and 7 x 10 ecyl- 


coders. $1,705. Anniston Pipe & Foundry Co., Anniston, 
-. furnishing and layin B°370 ft. of 8-in. pipe weigh- 
‘so Ibs. per ft.; ft. of 6-in., 33 Ibs. per ft., 


ing ? : 

),740 ft. of 4-in., 22 Ibs. per ft. pipe; furnishing 
ae ibe of special castings, and furnishing and ting 
6 three-nozzle hydrants, two-nozzle hydrants, 4 8-in. 
valves, 14 6-in, valves, 42 4-in. valves, and 60 valve boxes, 
as follows: 8-in. pipe, 58 cts. per ft.; 6-in., 41 cts.; 4-in., 
92 cts.; specials, 2 cts.; 3-nozzle hydrants, $25 each; 2- 
nozzle, $28; 8-in. valves, $12; 6-in., $9; 4-in., $6; valve 
boxes, $2.60; total, $10,069. 

iT . DREDGING, ETC.—Newport, R. I.—Maj. D. 
ee U. 8S. Engrs., sessived the following bids 
March 25 

‘oustructing Jetties and Rip-rap Walls at Vineyard 

me a Haven Harbor, Mass. 


> « EB. S. Belden, Hartford, Conn............... 


5. 


rijiam S. White, Rockland, Me..............++- 1.95 
Wiles W. Johnston, Philadelphia, Pa........... 3.45 
Dredging and Removing Petters at Wood’s Hole Harbor, 

ass. 
Removing 
Bidder. Dredging. bowlders, 
cu. yd. cu. yd. 
Charles W. Johnston, Philadelphia... $7.75 $7.75 
rn. G. & J. S. Packard, New York.. 2.50 35.00 
Removing Ledge Rock at Pawtucket River, R. I. 
Per raed 

tobt. H. Rogers, Plattsburg. .........-....-055+ s 
cuaries W. Johnston, Philadephia............... 11.00 
John J. Fitzpatrick, piasabars eee eS eS 
Hiram W. Phillips, Quincy, Mass. ............. 10.45 
Frank Pidgeon, Saugerties, N. Y...............- a 


RESERVOIR.—Santa Barbara, Cal.—The contract for 
constructing a reservoir has been awarded by the council 
to D. H. Long, the bids being as follows: 


D. H. A. L. W. R. 
Long. Pendola. Logan, 
Exeavation, per cu. yd. ..... - $0.50 $0.80 $0.50 
Asphalt bottom, sq. ft......... 13 15 18 
Asphalt sides, sq. ft........... 14 17 -14 


CAST-IRON PIPE.—Bangor, Me.—The water board has 
awarded a contract for 9,000 ft. of 6-in. and 500 ft. of 
4-in. water pipe to M. J. Drummond, the bids being as 
follows: 

Per gross ton. 
McNeal Pipe & Foundry Co., Burlington, N. J... $22.75 


Haynes & Chalmers Co., Bangor ..............+.- 20.75 
R. D. Wood & Co., Philadelphia .............. . 20.50 
M. J. Drummond, New York .......-...cccceees 20.40 


DREDGING AND ROCK EXCAVATION.—Buffalo, N. Y. 

The commissioners of public works opened the follow- 
ing bids March 24 for the dredging and excavating of the 
river and harbor which is contemplated for the coming 
season: 

Dredging Blackwell Canal—Earth, per cu. yd.: Hingston 
& Woods, 15% cts.; Buffalo Dredging Co., 16% cts.; L. 
P. & J. A. Smith, Cleveland, 16% cts. 

Dredging Buffalo River.—Hingston & Woods rock exca- 
vation $2.74, earth 15% cts.; Buffalo Dredging Co., rock 
$2.25, earth 16% cts; L. P. & J. A. Smith, rock $1.90, 
earth 16% cts. 

Dredging Buffalo Harbor.—Hingston & Woods, earth 14% 
cts; Buffalo Dredging Co., 16 cts.; L. P. & J. A. Smith, 
earth 16% cts. 

Dredging Peck Slip.—Hingston & Woods, earth 15% cts.; 
Buffalo Dredging Co., 16% cts.; L. P. & J. A. Smith, 144 
cts. 

BREAKWATER.—San Luis Obispo, Cal.—Maj. Chas. E. 
L. B. Davis, U. S. Engr., San Francisco, opened the follow- 
ing bids March 20 for constructing a breakwater at San 
Luis Obispo; amount of contract, $45,000: 

Per ton of Total No. 

Bidder. 2,240 Ibs. tons. 

A. A. Polhamus, San Diego, Cal..... $2.68 16,791.04 
James Simpson, Eureka, Cal. ....... 3. 
William H. Healy, San Francisco, Cal 2. 
Charles eae a ae See. ‘ gr 18,000.00 
John Ross, San Francisco, Cal...... 
J. H. Bingham, San Francisco...... 2.75 16,363.63 

DREDGING.—New York, N. Y.—Maj. H. M. Adams, U. 
S. Engrs., opened the following bids March 25 for dredg- 
ing Shrewsbury River: A. E. Smith, Islip, N. Y., 49 cts. 
a cu. yd. for main channel, and 55 cts. for north and 
south branches; Frank H. Brainard, 24 State St., New 
York, 28 and 35 cts., respectively (recommended for ac- 


ceptance). 
———_ +e -—s§/ ———_ 


INDUSTRIAL NOTES. 


THE AULTMAN CO., Canton, O., has just shipped a 
5-ton road roller to De Land, Fla. 


THE WEBSTER, CAMP & LANE CO., Akron, O., a 
press report states, will soon ship to Johannesburg, South 
Africa, two electric hoists of 300-HP. each. 


CHAS. H. MOORE & CO., Montpelier, Vt., have re- 
sumed work at their granite plant, giving employment to 
about 300 men, according to a press report. 


THE ROBINS CONVEYING BELT CO., New York, has 
removed its offices and works to 147-149 Cedar St., where 
larger accommodations have been obtained. 


THB SAVAGE REPEATING ARMS CO., Utica. N. Y., 
has a contract from the Hawaiian Government, a press 
report says, for rifles for the national troops of Hawaii. 


THE BROOKS LOCOMOTIVE WORKS, Dunkirk, N. Y., 
is said to have just re¢eived an order for four more loco- 
motives for Japan, similar to those shipped there last fall. 


THE SCHOEN PRESSED STEEL CO., Allegheny, Pa. 
has a contract for 600 steel ore cars for the Pittsburg. 
Bessemer & Lake Erie R.R., reported as to cost about 
$600,000. 

THE KING BRIDGE CO., Cleveland, O., has just com- 
pleted a 705-ft. truss bridge at Suterville, Pa., for the 
Allegheny & Westmoreland Bridge Co. The construction 
was commenced in November, 1896. 


THE WASHBURN & MOEN MFG. CO., Worcester, 
has a contract from the Wofcester Electric Light Co. 
for about 60 miles of underground electric light and 
eee cables, the largest of which is about 1% ins. 

ameter. 


THE NATIONAL SWITCH & SIGNAL CO., Baston, 
Pa., have just closed a contract with the Chicago, Rock 
Island & Pacific R. R. for an interlocking plant at Liberty- 
ville, Ia., at its crossing with the Chicago, Fort Madison 
& Des Moines Ry. 





THE DUNN MFG. CO., Pittsburg, Pa., has just shipped 
to the city of Mexico 150 of its combined iron and timber 
braces, to be used in constructing the sewers in the city 
of Mexico. This is the third shipment the company has 
made to this city. 

H, K. PORTER & CO., Pittsburg, Pa., have appointed 
Mr. F. S. Wonham, 10 Wall St., New York, export repre- 
sentative of the company in New York. Mr. Wonham is 
also New York export representative for the Verona Too! 
Works, of Pittsburg. 


THE LEWIS FOUNDRY & MACHINE CO., Pittsburg, 
Pa., is said to have received an order from the McKenna 
Steel Working Co., of Joliet, Ill., for the erection of a 
complete rolling mill, including buildings, rolls, furnaces, 
tools, etc., to be completed June 1. 

THE BETHLEHEM IRON CO., South Bethlehem, Pa., 
reports several good orders. Mr. E. M. Mclivain, formerly 


‘ assistant to the president, and purchasing agent of the 


company, has been appointed acting general sales agent, 
with headquarters at South Bethlehem. 

THE CONNERSVILLE BLOWER CO., Connersville, 
Ind., has just shipped to Arizona a rotary pump having a 
capacity of 5,000 gallons a minute. Last year one of 
these pumps having a capacity of 10,000 gallons a minute, 
against 40 ft. head, was sold to the trustees of the Chicago 
Sanitary District. 


ARTHUR KOPPEL, of Berlin, Germany, manufacturer 
of portable railways, for use of contractors, mines, plan- 
tations, etc., and rolling stock for operating them, has 
established an agency in the United States with head- 
quarters at 78 and 80 Broad St., New York City, in charge 
of Mr. Ernst Wieners. 

THE UNION AKRON CEMENT CO., Buffalo, N. Y.. 
is furnishing the Akron star-brand cement in constructing 
the new building for the Buffalo Street Ry. Co.; also 
for the new school building, No. 1; the Evans building. 
and for the fireproofing in the Lenox flats, the Otto build- 
ing, and the Evans building, all in Buffalo, N. Y. 

THE INGERSOLL-SERGEANT CO., of New York, re- 
ports, among recent orders, one from the Atchison, To- 
peka and Santa Fe Railway, for a large duplex air com- 
pressor, to be used at the shops of the Gulf, Colorado 
and Santa Fe R.R. The air cylinders of this compressor 
are cross compound, and of the well-known piston inlet 
type. 

RITER & CONLEY, Pittsburg, Pa., have the contract 
for a steel grain elevator, 395 ft. long, 120 ft. wide and 
160, ft. high, to be erected at Buffalo, N. Y., by the Great 
Northern R. R. Co. The contract is said to call for 7,000 
tons of metal and to amount to $400,000. There will be 
+) bins 38 ft. diameter and 14 bins 15%% ft. diameter, 70 ft. 
deep; bins weighing 5,000 tons. 

THE EDWARD P. ALLIS CO., Milwaukee, Wis., has 
purchased the business formerly carried on by the Her- 
cules Iron Works, the Hercules Ice Machine Co., and 
the Reliance Engineering Co., of Aurora, Ill., and is pre- 
pared to supply repairs on all ice and refrigerating plants 
erected by them, as well as to figure on new machines 
for this purpose, and of any required size from 1 to 500 
tons refrigeration. 

THE HOFFMAN, BILLINGS & WELLER MFG. CO., 
Gadsden, Ala., has been organized, according to reports, 
as a consolidation of the Weller Pipe Co., of Gadsden, 
and the Hoffman & Billings Mfg. Co., of Milwaukee. The 
plant of the latter Tompany is to be moved to Gadsden 
and about $60,000 spent in additional buildings and ma- 
chinery. Pres., Benj. Hoffman, Milwaukee; Secy.-Treas., 
Geo. Schumaker. 

THE GEORGIA CAR & MFG. CO., Savannah, Ga., is 
reported to have about completed its plant, and to begin 
operations next month. The two main buildings are 110 x 
1,200 ft. in size, containing freight-car and repair shops 
and passenger-car and repair shops. The machinery is 
about in place. About 400 men will be employed when 
the plant is in full operation. J. G. Blain is superintendent 
and general manager. 


THE CANTON & CLEVELAND BRICK CO. is the 
name of a new company formed by the consolidation of 
the Cleveland Vitrified Brick Co. and the Canton Brick 
Co. Mr. F. B. Many is president, and Mr. J. L. Higley 
secretary and treasurer. The new company will maintain 
its property both in Cleveland and Canton, O., and will 
open offices in the Cuyohoga building, Cleveland, and at 
the Shale Brick Exchange, Canton. The company is cap- 
italized at $200,000. 


THE AURORA BOILER WORKS, Aurora, IIl., is build- 
ing a tank for the Fred W. Wolff Co., of Chicago, 116 ft. 
long, 21 ft. wide, 4 ft. high. Also a tank 211% x 60 ft. for 
Belleville, Ill., and a boiler for the same place. The com- 
pany is also building a tank and boiler to be shipped to 
Durham, N, C., and reports orders on hand for several 
other tanks. Mr. Corbett, Gen. Mgr., advises us that the 
company is making patterns and will soon begin the manu- 
facture of all sizes of water tube boilers of the Babcock- 
Wilcox type, to be used for all purposes. 


THE CENTRAL IRON & STEEL CO., has been incor- 
porated by Charles L. Bailey, J. Donald Cameron, James 
McCormick, Edward Bailey, Vance C. McCormick, G. M. 
McCauley, of Harrisburg, Pa., and William H. ‘Wallace 
and J. Frederick Kernochan, of New York. The new 
company is a consolidation of the C. L. Bailey Co., the 
Central Iron Works and the Paxton Rolling Mills, of Har- 
risburg. The plants comprise three rolling mills, a uni- 
versal mill, and a flanging plant. The capacity for manu- 
facture, shipbuilding, and bridge construction is large. 


THE U. S. WIND ENGINE & PUMP CO., of Batavia, 
Ill., has recently completéd a 100-ft. tower on which is 
mounted a 30-ft. windmill, including water cranes, etc., 
for furnishing water supply to the Buffalo & St. Mary's R. 
R. Water is pumped from an artesian well 250 ft. deep. 
The company has just shipped a number of 12-in. pitcher 
spout pumps of special design to Australia, and a 30-ft. 
windmill to Houghton, Mich. This is the second 30-ft. 
mill which has been sent to this city, the first one having 
now been in use for nine years. It has also completed 
water-works systems at Stockholm, Warren and Lena, IIl., 
and has recently shipped a 25-ft. Halliday wind mill, a 
75-ft. steel tower, a 50,000-gallon tank with all accessories 
for a railway water station in North Dakota. 

NEW COMPANIES.—Budd Doble Combination Rubber 
Tire Go., New York, N. Y.; ,000; Budd Doble, C. T. 
Carey._E. M. Holbrook, New York city; T. J. Lovett, Chi- 

‘o, Ill. 
“*fptand Chemical Co., New York, N. Y.; $500,000; Jas. 
D. Leys, Saml. Jacobson, New York city; Frank 8. Ol- 
gine, Brooklyn Hills, L. IL. 

Standard Telephone Co., Cleveland, 0.; $25,000; H. C. 
Quigley, L. H. Webb, F. Engee. 

Pittsburg & Midway Mining Co., Pittsburg, Kansas; 
$200,000 paid in; to construct amid operate coal chutes, 
etc.; F. B. Bonebrake, J. F. Morrison. 

Asphalt Construction Co., Jersey City, N. J.;_ $200,000, 
commencing with $3,200; to dig, mine and purchase crude 
asphalt and to manufacture the refined asphalt for paving 
and other purposes; William Booth. New London, Conn.; 
William Kelly, New York city; William 8. White, Rock- 
land, Me.; Wolstan R. Brown, Passaic, N. J. 


Birrell Universal Transmitter Co., New York, N. Y.: 
$100,000; to deal in machinery and mechanical appli- 
ances; W. C. Brown, Montclair, N. J.; Jas. MecMorris, F. 
B. De Gress, New York city. 

People’s Telephone Co., West Superior, Wis.; $50,000: 
J. H. Culver, C. L. Catlin, H. H. Stewart. 

Paterson, Passaic & Suburban Telephone Co.; $300,000, 
commencing with $100,000; to operate telephone system in 
Passaic county; M. S. C. Kirk, William A. Cullen, Nathan 
Crowell, J. H. Burke. 

Buck Machine Co., Cohoes, N. Y.; $60,000; to manu- 
facture brick mold sandipg machines; Jas. A. Buck, Creés- 
cent; Le Roy Vermillyea, Cohoes; Geo. A. Mosher, Troy. 

American Hard Wall Plaster Co., Utica, N. Y.; $25,000 
John F. Hughes, Thomas R, Proctor, Joseph R. Swan. 

Power City Foundry & Machine Co.; $10,000; Alexander 
R. Gow, J. W. Sheperdson, Frederick C. Few. 

Ontario Zine Co., New York, N. Y $100,000; John 
Thelberg, 10 W. 23d St.; E. S. Sargent, W. C. Donnall 
Sauerbrunn Consiruction Co., St. Lovis, Mo.; $10,000, all 
paid in; George, Emma, Valentine and Henry Sauer 
brunn. 

American Metal Co., Ltd.. New York, N. Y.; capital in 
creased from $300,000 to $600,000 

Malone Mfg. Co., Malone, N. Y $10,000; to manu- 
facture shirts and overalls; Melburn W. Hutch, E. N 
Ladd, Henry B. Rennie. 

John W. Danforth Co., Buffalo, N. Y.; $10,000; to con- 
duct a general heating and ventilating business; J. W. 
Danforth, 428 Norwood Ave.; George E. Newman, John A 
Bell. 


Star Construction Co., St. Louis, Mo.; $2,000; L. E. and 
Emil E. Henner, Fred. F. Espenchied 

Toledo Electric Power & Lighting Co., Toledo. O.; $10,- 
ooo; Frank T. Tillman, Louis R. Gaw, A. G. Baldurger. 


Bellevue Home Telephone Co., Bellevue, 0.; $10,000 
H. C. Stahl, Jessie Viekey, C. R. Callaghan. 
Terre Haute Stone & Furnace Co., Terre Haute, Ind. 


$10,000; W. B. Eppert, S. C. Brown, Herbert Briggs. 

The Hayward Co., New York, N. Y¥.: $25,000; to manu 
facture dredging and excavating machinery; Judson Hay- 
ward, New York city; W. L. Pierce, Scarsborough; E. C. 
White, Mount Vernon. 

Long Island Mill & Construction Co., Jamaica, N. Y.; 
$10,000; to operate a sawing, planing and turning mill 
and to deal in lumber, building materials and real estate 
John T., Henry E, and William G. Haugaard 

Stephenson Mfg. Co., Albany, N. Y.; $30,000; to manu 


facture boiler powders, belt dressings, etc.; John F. 
Stephenson, Pirie MacDonald, W. E. Milbank. 

Great Western Construction Co., Milwaukee, Wis.; $100.- 
000; to build bridges, buildings, etc.; C. F. Leimkuebler, 
William A. Carson, J. W. Palmer. 

National Red Slate Co., Middle Granville, N. Y.; $30, 


000; Benj. Williams, David B. Williams, Samuel F. 
Barry. 

Coke Machinery Co., New York, N. Y.; $15,000; John 
J. Mullaney, 165 Washington St.; Robt. H. Richards, 
Barrington J. King, James A. Gray. 

Bruckner Smoke Consumer Mfg. Co., Newark, N. J.: 
$100,000, all paid in; manufacture and produce Bruckner 
smoke consumer, etc.: A. M. Kitchen, Brooklyn, N. Y.; 
E. C. A. Waltman, Plainfield, N. J.; John B. Crawley, 
New York city. se 

Pittsburg Mortar & Supply Co., Pittsburg, Pa.; $100,000; 
commencing with $1,000; to supply mortars, cements, 
clays, sand, brick and stone; Treas., William A. Hoeveler, 
Pittsburg, Pa. 

Bergen Mfg. Co., Carlstadt, N. J.; $5,000, commencing 
with $1,000; to manufacture machinery and mill supplies; 
Paul A. Wagner, Carlstadt; Joseph H. Lefferts, Passaic, 
N. J.; Margaret Wherle, Hoboken, N. J. 





| “MONEY TO BURN ”—— 


So should any taxpayer or other person have 
who limits the publication of his proposal adver- 
tisements to local papers, which are read chiefly 
by local contractors. Engineering News is read 
each week by reliable and prominent contrac- 
tors in every part of North America—probably by 
more than read any other five papers—and during 
last year there were published in this paper 692 
different proposal advertisements, 1,492 separate 
insertions, averaging over 27 proposal advertise- 
ments a week, against an average of less than 21 
a week for the preceding year. These advertise- 
ments asked for competitive bids for all kinds of 
supplies and construction, and came from every 
section of the country. If you want the best that 
you can possibly secure for the money, ask for 
Lids from the readers of Engineering News. The 
cost of these advertisements is only $2.40 an inch 
a week 





SITUATIONS WANTED. 


There are hundreds of worthy young tnen out 
of employment who read Engineering News. If 
there is a vacancy in your office, we ask you to 
avail yourself of our “Want” columns to secure 
assistants. 





Contract Work Should Always be Advertised in a Paper Read by Contractors. 


Nearly Every Prominent Contractor and Manufacturer of Contractors’ Supplies in North America Reads Engineering News. 



















































































































Will discha: 
any tank 


ENGINEERING NEWS. 


THE VAN YRANKEN 
‘AUTOMATIC SEWER 


w FLUSH TANK 


with the smallest feed stream 
nm the market. Does not require 


excavation below the bottom.of the sewer 
can be used where the depth of sewer is bu 
two and one-half feet. 


For catalogués, discounts and other particulars, address 


J. 


MILLER AUTO 


—FOR—— 


LELAND FITZGERALD, 


SCHENECTADY, NEW YORK. 


es 


Intermittent Flush Tanks. 


SIMPLEST SIPHON 


No Moving Parts; 


No Valves; 


MADE. 


No Small Tubes to clog or choke. 


WE GUARANTEE EVERY 
LUTELY RELIABLE-— 
SMALL THE 


SIPHON 
NO 
STREAM MAY BE. 


CAST IRON PIPE. 


DEPARTMENT OF CITY WORKS, ) 

COMMISSIONER'S OFFICE, Room 15, 

MUNICIPAL BUILDING. \ 
BROOKLYN, N. Y., March 25, 1897. 


Sealed bids will be received by the Commis- 
sioner of City Works of the City of Brooklyn, 
at his office, in said city, until 12 o’clock m., 
Tuesday, April 6, 1897, for furnishing and de- 
livering cast-iron water pipe and special cast- 
ings, to wit: 30 tons of 4-in. cast iron water 
pipe, 800 tons of 8-in. cast iron water pipe, 
560 tons of 12-in. cast iron water pipe, 60 
tons of 20-in. cast iron water pipe and 200 tons 
special castings. Amount of deposit, $1,500; 
amount of surety, $15,000. 

Forms of proposals, specifications, drawings 
and further particulars may be obtained at the 
office of the Water Purveyor, room 37, Munic- 
ipal Building. Proposals must be accom- 
panied by a certified check upon a national or 
state bank in the City of Brooklyn or in the 
City of New York, drawn to the order of the 
Commissioner of City Works for the sum of 
fifteen hundred dollars ($1,500), in case the 
party or parties to whom the contract is 
awarded shall neglect or refuse to enter into 
contract this amount will be retained as liq- 
uidated damages for such neglect or refusal 
The checks of unsuccessful bidders will be re- 
turned to them. Proposals must also be ac- 
companied by an undertaking in writing with 
two sureties, each of whom shall qualify as 
to his responsibility in the sum of $15,000, 
who shall be owners of real estate in the City 
of Brooklyn, in their own right, in the amount 
of the surety, and shall have held the same at 
least one yea: prior to the time of becoming 
such surety; that if the contract be awarded 
to the party or parties proposing they will be- 
come bound as his or their surety for its 
faithful performance. In Heu thereof the 
bond of an approving surety company doing 
business in the state of New York will be ac- 
cepted. The Commissioner of City Works re- 
serves the right, with the consent of the May- 
or, to reject any or all bids or to accept such 
bid or bids, or to negotiate with any bidder for 
an amended proposition as in his judgment will 
best serve the interests of the City of Brook- 
lyn. THEODORE B. WILLIS, 

Commissioner of City Works. 

Attest: R. M. Whiting, Secretary. 13-1t 


U. 8S. ENGINEER’S OFFICE, 136 Island 
St., Grand Rapids, .Mich., March 29, 18087.— 
Sealed proposals for PIER EXTENSION at 
South Haven;:Mich., will be received here 
until 2 p. m., April ‘27, 1897, and then pub- 
licly opened. Information furnished on ap- 
plication. ©. McD. TOWNSEND, Capt. 
Engrs. 13-4t 


TO BE ABSO- 
MATTER HOW 


Standard Design. 
Patented. 


SEE ADVERTISEMENT NEXT WEEK. 


STEEL PLATE CHIMNEY. 

WATER-WorKS OFFICE, 

ERIE, Pa., March 24, 1897.4 
Sealed proposals for the construction of a 
self-sustaining steel plate chimney, 75 ins. 
internal diameter and 175 ft. high, together 
with foundation for same, will be received 
until 4 p. m. April 10, 1897, and then public- 
ly opened. Information furnished on applica- 
tion. By order Commissioner of Water- 

Works in the City of Erie. 
13-1t WM. H. HIMROD, Secretary. 


WATER-WORKS. 
De Ruyter, N. Y. 

Sealed proposals will be received by the 
Board of Water Commissioners of the Village 
of De Ruyter, N. Y., up to 7 o’clock p. m. of 
April 14, 1897, for furnishing materials and 
constructing a gravity system of water-works 
for said village. There will be required ap- 
proximately the following: 

292 tons (4% miles) cast iron pipe. 

28 fire hydrants. 

32 gate valves and boxes. 

Distributing reservoir. 

Receiving basin, etc. 

Bids will be received for furnishing any of 
the materials mentioned above or for con- 
structing the works complete. A certified 
check equal to 2% of the amount of the bid 
must accompany each bid. 

Plans may be seen and specifications and 
blank forms of proposal procured at the of- 
fice of the Secretary of the Board, De Ruyter, 
N. Y., or at the office of the Engineer, J. F. 
Witmer, rooms 65 and 66, Chapin Block, Buf- 
falo, N. Y. 

The right is reserved to reject any or all 
bids. A. W. FRANCIS, Pres. 

E. N. COON, Secy. 

E. H. LEE, Treas. 

W. W. OWENS. 

H. C. BLANCHARD. 
Board of Water Commissioners, 

J. F. WITMER, Engr., Buffalo, N. Y. 

De Ruyter, N. Y., March 25, 1807. 13-2t 

U. S. ENGINEER OFFICE, 136 Island 
Street, Grand Rapids, Mich., March 24, 1897.— 
Sealed proposals for REPAIRING GOVERN- 
MENT PIER at Saint Joseph, Mich., will be 
received here until 2 p. m., April 22, 1897, 
and then publicly opened. Information fur- 


nished on application. C. McD. TOWNSEND, 
Capt.. Engrs. 12-4t 


U. S. ENGINEER OFFICE, 39 Whitehall 
St., New York, Mar. 17, 1897.—Sealed pro- 
Josals for DREDGING in Mattawan Creek, 
Blizabeth River, and Keyport Harbor, N. J., 
will be received here until 12 m., ‘Apr. 2, 
1897, and then publicly opened. Isformation 
ne ~ application. H. M. ADAMS. 


MANHATTAN CONCRETE Co. 


-.Baogineers and Contractors... 


HIGH-GRADE CONCRETE 


+. Of Every Description... 
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1 WS.GODWINACO. 


MATIC SIPHON 


156 Fifth Avenue, 


_NEW Yor: 


IRS TOOLS & MACHINERY. 
CASTINGS OF ALL DESCRIBIO\S 


WAL AC@ al Nyasa) \ SPECEALTY- 
113 eS ol 


Philadel 


ITY, 


—FOR—— 


Flushing Street Sewers and for Sup. 


Soil irrigation. 


Most Reliable Siphon Made, 


Received Highest Award at World’s Columbian Exposition, 1893 


for SIMPLICITY OF CONSTRUCTION, EFFICIENCY 


RELIABILITY. 


and 


MANUFACTURED BY 


Pacific Flush Tank Co, 


84 LA SALLE STREET, CHICAGO. 


WRITE 


SEWERS. 


Jamaica, N. Y. 

Sealed bids or estimates for the construction 
of Sewers in the Village of Jamaica will be re- 
ceived by the Board of Sewer Commissioners 
at the Town Hall in the Village of Jamaica, 
on the 19th day of April, 1897, at 7:30 o’clock 
p. m., at which place and hour the bids will 
be publicly opened and the award of the con- 
tract made as soon as practicable thereafter. 

The right is reserved by the Board of Sewer 
Commissioners to reject any or all of the bids. 

A deposit of five thousand dollars will be re- 
quired with each bid or estimate. 

A bond in the sum of twenty-five thousand 
dollars with two or more sureties will be re- 
quired from the successful bidder. 

For all details regarding deposit, bond and 
sureties and for plans, specifications and forms 
of bid enquire of the Engineer. 

JOHN J. McLAUGHLIN, 


13-1t Bank Building, Jamaica, N. Y. 


ABUTMENT WALLS 
PIERS. 


OFFICE OF ) 
COMMISSIONER OF PUBLIC WORKS, 


AND 


Ciry HALL. 
PROVIDENCE, R. I., March 26, 1897. 

Sealed proposals addressed to the Commis- 
sioner of Public Works, City Hall,Providence, 
R, I., will be received until 11 o’clock, a..m., 
April 20, 1897, for removing the old bridging 
and constructing new abutment walls and 
piers at the site of the Weybosset bridge, and 
constructing new river walls from Weybosset 
bridge to the south line of Crawford Street 
bridge. 

Plans and specifications may be seen at the 
office of the City Engineer, where blank forms 
of céntract, proposal and bonds may be ob- 
tained. 

Each proposal must be accompanied by a 
bond or certified check for Three Thousand 
Dollars. 

The right to reject any or all bids is re- 


served. 
ROBERT E. SMITH, 


13-3t Commissioner of Public Works. 


U. 8S. ENGINEER’S OFFICE, 537 Congress 
St., Portiand, Me., Feb. 24, 1897.—Sealed pro- 
posals for DREDGING > LEDGE EXCA- 
VATION at Lubec Channel, Narragaugus 
River, Mooseabec’ Bar, Sullivan Falls, 
Georges, Kennebec and Sasanoa mney 
Maine, Little Harbor, and Cocheco River, N. 
H., will be reeeived here until 3 p. m., March 
31, 1897, and then publicly see. Rn 
tion furnished on — N. ne 

Lieut. Col. 0-3t 


FOR CATALOGUE 


AND PRICES. 


NEW DRAINAGE SYSTEM 


OF 
NEW ORLEANS, LA. 
STEAM AND ELECTRICITY 


Sealed proposals will be received at the 
office of the Drainage Commission of New Or- 
leans, La., Room No. 22, City Hall, up t 
NOON OF JUNE 1, 1897, for the construction 
of the following works, a@ separate bid being 
required for each class of work, as indicated 
below: 

1. FOR A CENTRAL ELECTRIC POWER 
STATION.—This bid shall be for the construc- 
tion of a central electric power station for the 
operation of the pumps at the several pumping 
stations, and shall include the foundations, 
buildings, boilers, generators, and lines to the 
pump motors,allcomplete. Deposit of $1:500 in 
cash or certified check, to accompany bid as 
guarantee of good faith. Bond of successful 
bidder, $80,000. 

2. FOR PUMPING STATIONS OPERATED 
BY ELECTRICITY, as Follows: St. Louis 
pumping station No. 2, Metairie pumping sta- 
tion No.6, Orleans pumping station No.7 This 
bid shallincludethe erection and installation of 
the three pumping stations, complete, with foun- 
dations, buildings, suction, discharge and ap- 
proach basins, pumps, and electric motors 
Deposit of $1, 500 in cash, or certified check 
Bond of successful bidder, $75,000. 

3. FOR PUMPING STATIONS OPERATED 
BY STEAM, as Follows: St. Louis pumping sta- 
tion No.2, Metairie pumpingstation No.6, Or- 
leans pumpingstation No.7. This bidshall in- 
clude the erection and installation of the three 
pumping stations, complete, with foundations, 
buildings, suction, discharge, and approach 
basins, boilers, engines, pumps, pipes and 
stacks. Deposit of $1,500 in cash or certified 
check. Bond of successful bidder $75,100. 

4. FOR LINED AND COVERED CANALS 
viz.—St. Louis canal,Tributary canals. Bids to 
be at a price per unit of material, whether ex- 
zavated or used in construction. This work will 
consist of not less than 10,000 feet of canals, 
eight (8) to twenty-eight (28) feet wide and six 
(6) to fifteen (15) feet deep. Deposit of $2.50) 
in cash or — check. Bond of successful 
oe. $125 . 

FOR OPEN AND UNLINED CANALS, 
which shall include excavation of new canals 
and enlargements of existing canals, with the 
construction of embankmentalong apart ofthe 
work. Approximate estimate 500,000 cu.yds. of 
excavation. Deposit of $700 in cash or certi- 
fied check. Bond of successful bidder, $35,000. 

Plans and specifications for the above works 
may be seen at the office of the commissiou 

on and after April 1, ig 

onrhe right is reserved to 
bids. R. M. WALMSLEY, President. 

i. FRERET. “Secretary. 12-6t__ 

U. 8S. ENGINEER OFFICE, Boston, Mass., 
March 17, 1897.—Sealed proposals for DREDG- 
ING in Lynn Harbor, Mass., will be received 
here until noon, April 19, 1897, and then 
publicly opened. Information furnished on 
application. S. M. MANSFIELD, Lt.-Col. 
Engrs. 13-3t 


U. 8. ee a Oswego, N. Y., 
March 23, 5, for EXCA- 
VATING ROCK mar ro DREDGING at Os- 
wego Herbor, N. a” will be received here 
until noon, April 29, 1897, and then publicly 
opened. Information furnished upon applica- 
tion. W.:S. STANTON 13-4t 


reject any and all 


00 YOu WANT TO PURCHASE SUPPLIES? —— ALL THE PROMINENT MANUFACTURERS READ ENGINEERING NEWS. 


ADVERTISE FOR BIDS IN THIS PAPER AND SECURE DESIRABLE COMPETITION. 
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